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LIST OF SOVIET ARTICLES DEALING WITH COMPOSITE 
MATERIALS 2 PP 


0U0 

JPRS L/8723 é . 

UNKNOWN 000000254544 
HININITI GOSUDARSTVENNYY KOMITET SOVETA MINISTRONSSSR PQ NAUKE 1 TEKHNIKE AN SSSR SIGNAL'NAYA INFORMATSIYA KOMPOSITSIONNYYE MATERIA 

LY// 


00/00/1979,¥0004,NO008, PP 0003-0004 

LIST OF SOVIET ARTICLES DEALING WITH COMPOSITE 
MATERIALS 2 PP 

Ou0 

JPRS 1/8723 # 


UNKNOWN 0000002545 36 
//GOSUDARSTVENNYY KOMITET SOVETA MINISTROY SSSR PO NAUKE I TEKHNIKE AN SSSR SIGNAL 'NAYA INFORMATSIYA KOMPOZITSIONNYYE MATERIALY// 

00/00/1979, ¥0004,NO009, PP 0001-0006 

LIST OF SOVIET ARTICLES DEALING WITH COMPOSITE 

MATERIALS 2 PP 

0U0 

JPRS L/8723 # 


UNKNOWN 000000254537 
//GOSUDARSTVENNYY KOMITET SOVETA MINISTROV SSSR PO NAUKE I TEKHNIKE AN SSSR SIGNAL '’NAYA INFORMATSIYA KOMPOZITSIONNYYE MATERIALY// 


00/00/1979, ¥0004 ,NOO10, 
LIST OF SOVIET ARTICLES DEALING WITH COMPOSITE 
MATERIALS 4 PP 


0u0 
JPRS L/8723 ft 


UNKNOWN 000000254538 
/#GOSUDARSTVENNYY KOMITET SOVETA MINISTROV SSR P OQ NAUKE I TEKHNIKE AN SSSR SIGNAL'NAYA INFORMATSIYA KOMPOZITSIONNYYE MATERIALY/? 

00/00/1979, ¥0004 ,NOO11, 

LIST OF SOVIET ARTICLES DEALING WITH COMPOSITE 

MATERIALS 2 PP 

oud 

JPRS L/8723 # 


UNKNOWN 000000234939 
//BIBLICGRAPHY OF EGYPTIAN EDUCATIONAL MATERIALS 

00/00/1979, ¥0005,N----, 

SELECTED BIBLIOGRAPHY OF EGYPTIAN EDUCATIONAL 

MATERIALS 

aNTIS TT 79-59121/1 # 


UNKNOWN . 000000313234 
HIFIZIOLOGIYA CHELOVEKA// 

00/00/1979, ¥0005,N0001, PP 0122-0129 

SEASONAL CHANGES IN CEREBRAL CIRCULATION IN 

ANTARCTIC PERSONNEL 

ITAC L-0744 Wf 


UNKNOWN os 
//BIBLIOGRAPHY OF EGYPTIAN EDUCATIONAL MATERIALS 

00/00/1979, ¥0005 ,NO002, 

SELECTED BIBLIOGRAPHY OF EGYPTIAN EDUCATIONAL 

MATERIALS 

aNTIS TT 79-59121/2 # 


000000234938 


UNKNOWN 000000234937 
//BIBLIOGRAPHY OF EGYPTIAN EDUCATIONAL MATERIALS 

00/00/1979, ¥0005 ,NO003, | 

SELECTED BIBLIOGRAPHY OF EGYPTIAN EDUCATIONAL ie 

MATERIALS 
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¥NTIS TY 79-59121/3 = # 


UNKNOWN 

//BIBLIOGRAPHY OF EGYPTIAN EDUCATIONAL MATERIALS 
00/00/1979, ¥0005,NO004, 
SELECTEO BIBLIOGRAPHY OF EGYPTIAN EDUCATIONAL 
MATERIALS 
aNTIS TT 79-59121/4 i] 


UNKNOWN 
//T’ONGIL CHONG CH'AEK// 
00/00/1979, ¥0005,N0004, PP 0235-0243 
NEW BOOK STRESSES SOVIET ROLE IN KOREAN 
LIBERATION 11 PP 
JPRS 75641 i] 


UNKNOWN 
/IPHYSIC .-FIZIKA KHIMIYA STEKLA// 
00/00/1979, ¥0005,NO006, PP 0711-0715 
PHASE TRANSFORMATIONS OF VITRIFIYING EUROPIUM 
METAPHOSPHADE 5 PP 
*F TD-ID(RSIT-0725-81 i] 


UNKNOWN 
{/MESTNYY PROIZVODSTVENNYY OPTY V PROMYSHLENNOSTI ,NAUCHNO-TEKHNICHESKIY REFERATIVNYY SBORNIK // 
00/00/1979, ¥0005,NO0008, PP 0005 
INFRARED RADIATION EMITTER IRU-IM 2 PP 
OUO COPYRIGHT INFO REFER OTHERS TO FID/STINFO 
AIR/FTD-101RS1T-1958-80 # 


UNKNOWN 
/ KVANTOVAYA ELEKTRONIKA/ / 
00/00/1979, ¥0006,NO003, PP 0466-0472 
ALSO PP 513-517, 548-552, 592-593, 597-598, 629-63 
635-641, 646-648 
QUANTUM ELECTRONICS 51 PP 
0U0 
JPRS L/8527 # 


UNKNOWN 
T/SQVETSKAYA VOYENNAYA ENTSIKLOPEDIYA/? 
00/00/1979, ¥0007,N----, PP 0018-0019 
ALSO PAGES 24-25, 30-31, 32-33 
SOVIET MILITARY ENCYLOPEDIA 
sFSTC SERIAL NO 1362-80 # 


UNKNOWN 

f1SOVETSKAYA VOYENNAYA ENTSIKLOPEDIYA// 
00/00/1979, ¥0007,N----, PP 0018-0019 
ALSO PAGES 24-25; 30-33 
RADIO RECONNAISSANCE: RADIOTECHNICAL 
RECONNAISSANCE; RADIOELECTRONIC COUNTERMEASURES , 
CAMOUFLAGE, SITUATION, SUPPRESSION, AND MEANS; 
RECONNAISSANCE 12 PP 
OUO COPYRIGHT INFO REFER OTHERS TO FSTC 


ARM/FSTC/HT-1362-80 # 
UNKNOWN 

/ISOVETSKAYA VOYENNAYA ENTSIKLOPEDIYA/ / 
00/00/1979,¥0007,N---~, PP 0018-0019 


ALSO PAGES 24-25; 30-33L 
SOVIET MILITARY ENCYCLOPEDIA 
FSTC SERIAL NO. 1362-80 # 
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000000234936 


000000220024 


000000282670 


000000278173 


000000168504 


000000255773 


000000281710 


000000282535 
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UNKNOWN 7 000000289228 
FISOVETSKAYA VOYENNAYA ENTSIKLOPEDIYA/ / 
00/00/1979, ¥0007,N----, PP 0018-0019 


ALSO PAGES 24-25, 30-33 
SOVIET MILITARY ENCYCLOPEDIA 
tFSTC NO. 1362-80 # 


UNKNOWN 000000185573 
//MEDECINE ET ARMEES// 

00/00/1979, ¥0007,N0006, PP 0001 

JUNE-JULY 

DELEGATION OF SOVIET MEDICAL CORPS GENERALS 

VISITS FRANCE 2 PP 

QUO 

JPRS L/8715 # 


UNKNOHN 000000288202 
f/REVUE.-RIVISTA SOCIETA ITALIANA O1 SCIENZA DELL’ ALIMENTAZIONE// 

00/00/1979, ¥O008,NO002, PP 0111-0116 

THE RELATIONSHIP BETWEEN DIFFERENTIAL AREAS 

AND CONCENTRATION IN DERIVATIVE ABSORPTION 

SPEC TROPHO TOME TRY 

NTC 81-11607-670 i] 


UNKNOWN 000000282440 
/IPACIFIC OCEAN SCIENTIFIC RESEARCH INSTITUTE OF FISHERIES AND OCEANOGRAPHY // 

00/00/1979, ¥0010,N----, 

INVESTIGATIONS OF THE BIOLOGY OF FISH AND 


COMMERCIAL OCEANOGRAPHY 
*NTIS TT 81-59184 # 


UNKNOWN 000000269599 
FIUCHENYYE ZAPISKI TSAGI// 

00/00/1979,¥0010,N0001, PP 0001-0144 

TSAGI SCIENTIFIC NOTES 331 PP 

QUO COPYRIGHT INFO REFER OTHERS TO FTD/STINFO 

AIR/F TD-IDIRS} T-0747-80 # 


UNKNOWN 000000240106 
(fUCHENYYE ZAPISKI TSAGI// 

00/00/1979,¥0010,NO003, PP 0001-0144 

SCIENTIFIC NOTES OF TSAGI 328 PP 

OUO COPYRIGHT INFO REFER OTHERS TO FTO/STINFO 

AIR/FTD-ID(RS)T-0749-80 i] 


UNKNOWN 000000269601 
/FUCHENYYE ZAPISKI TSAGI// 

00/00/1979, ¥0010,N0003, PP 0001-0144 

SCIENTIFIC NOTES OF TSAGI 328 PP 

QUO COPYRIGHT INFO REFER OTHERS TO FTD/STINFO 

AIR/FTO-1D(RS1T-0749-80 4 


UNKNOWN 000000263324 
/fUCHENYYE ZAPISKI TSAGI// 

00/00/1979, ¥0010,NOG04, PP 0001-0144 

SCIENTIFIC NOTES OF TSAGI 336 PP 

QUO COPYRIGHT INFO REFER OTHERS TO FID 

AIR/FTD-ID1AS1T-1931-80 # 


UNKNOWN 000000265524 
LISCIENTIFIC NOTES OF TSAGI// 

00/00/1979, ¥0010,NO0004, PP 0001-0144 

SCIENTIFIC NOTES OF TSAGI 

sF TD-ID(RS)7-1931-80 é 
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UNKNOWN 
/FUCHENYYE ZAPISKI TSAGI// 
00/00/1979, ¥0010,N0005, PP 0001-0128 
SCIENTIFIC NOTES OF TSAGI 296 PP 
QUO COPYRIGHT INFO REFER OTHERS TO FTD/STINFO 
AIR/FTD~-IO(RS1T-1930-80 # 


UNKNOWN 
//SCIENTIFIC NOTES OF TSAGI// 
00/00/1979,¥0010,NO005, PP 0128 
SCIENTIFIC NOTES OF TSAGI 
sf TO-ID(RS) T-1930-80 # 


UNKNOWN 
HISCIENTIFIC’ NOTES OF TSAGI// 
00/00/1979,¥0010,NO006, PP 0001-0155 
SCIENTIFIC NOTES OF TSAGI 
*F TO-IO{RS1 T~1920-80 # 


UNKNOWN 

/FUCHENYYE ZAPISKI TSAGI// 
00/00/1979,¥0010,NO0006, PP 0001-0155 
SCIENTIFIC NOTES OF TSAGI 344 PP 
QUO COPYRIGHT INFO REFER OTHERS TO FTID/STINFO 
AIR/FTD-ID(RS) T-1929-80 # 


UNKNOWN 

//INTERARMA MILITARY NEWS// 
00/00/1979, ¥0011,NO003, PP 0060 
RUSSIAN CRUISE MISSILES ON THE BACKFIRE 
BOMBER 2 PP 
OUO COPYRIGHT INFO REFER OTHERS TO FID/STINFO 
AIR/FTDO-ID(RS)T-1876-80 


UNKNOWN 
//HORIZONT// 
00/00/1979,¥0012,N0030, PP 0005 
NEW ACADEMY OF SCIENCES PRESIDENT DISCUSSES 
GOALS 5 PP 
JPRS 74122 # 


UNKNOWN 
HORI ZONT/ / 
00/00/1979, ¥0012,N0032, PP 0008-0009 
FOREIGN POLICY WEEKLY ARTICLE 7 PP 
JPRS 74447 # 


UNKNOWN 
//HORIZONT// 
00/00/1979, ¥0012,N0043, PP 0025-0026 
GOR WEEKLY PUBLISHES UNITY PROGRAM OF LEFTIST 
ORGANIZATIONS 5 PP 
JPRS 74550 # 


UNKNOWN 
//EDUCATIONAL BIBLIOGRAPHY FOR CALENDAR YEAR NINE TEEN HUNDRED SEVENTY-NINE// 
00/00/1979,¥0013,N----, 
ISSUE 1 
EDUCATIONAL BIBLIOGRAPHY FOR CALENDAR YEAR 1979 
tNTIS TT 79-53293/1 i] 


UNKNOWN 


/ EDUCATIONAL BIBLIOGRAPHY FOR CALENDAR YEAR 1979 
00/00/1979, 0013, NOO02 
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000000269329 


000000265522 


000000265523 


000000310073 


000000267075 


000000180853 


000000187203 


000000190942 


000000193965 


000000185230 
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EDUCATIONAL BIBLIOGRAPHY FOR CALENDAR YEAR 1979” 
NTIS TT 80-53293/2 # 


UNKNOKN 
//EDUCATIONAL BIBLIOGRAPHY FOR CALENDAR YEAR NINE TEEN HUNDRED AND SEVENTY-NINE// 
00/00/1979, ¥0013,N0003, 
EDUCATIONAL BIBLIOGRAPHY FOR CALENDAR YEAR 1979 
sNTIS TT 79-53293/3 # 


UNKNOWN 
1 FKOSMICHESKAYA BIOLOGIYA I AVIAKOSMICHESKAYA MED ITSINA// 
00/00/1979, ¥0013,N0003, PP 0003-0090 
SPACE BIOLOGY AND AEROSPACE MEDICINE 133 PP 
JPRS 73784 ‘ 


UNKNOWN 

/7TAN SSSR, NEORGANICHESKIYE MATERIALLY// 
00/00/1979,¥0013,N0003, PP 0357 
ALSO PP 371,376,380,400,412-416, 431-433, 534-540 
ENGLISH TITLE UNKNOWN 
sFTD-IDIRS1}T-647-79 i 


UNKNOHN 

//1AN SSSR, NEORGANICHESKIYE MATERIALLY// 
00/00/1979, ¥0013,N0003, PP 0357 
ALSO PP 371,376,380,400, 412-416, 431-433, 534-540 
ENGLISH TITLE UNKNOWN 
*FTD-ID(RS)T-647-79 4 


Cory eemege 


UNKNOWN 
/ EDUCATIONAL BIBLIOGRAPHY FOR CALENDAR YEAR NINE TEEN HUNORED AND SEVENTY-NINE// 

00/00/1979, ¥0013,N0004, 

ENGLISH TITLE UNKNOWN 

tNTIS TT 79-53293/4 # 


UNKNOWN 
//ARBETE OCH HALSA// 
00/00/1979,V¥0014,N----, PP 0003-0036 
NORDIC EXPERT GROUP FOR LIMIT VALUE 
DOCUMENTATION. PART 4. STYRENE 
NTC 81-10413-06J é 


UNKNOWN 
//KAGAKU KOGYO SHIRYO// 
00/00/1979, V¥0014,NO001, PP 0003-0012 
THE GENERATION OF HIGH ENERGY DENSITY STATES USING 
EXPLOSIVES 
sFSTC SERIAL NO 1089-79 # 


UNKNOWN 
//TRON AND STEEL// 
00/00/1979, ¥0014,NOC02, PP 0108-0112 
A 36-HIGH ROLLING MILL FOR ULTRA THIN METAL STRIPS 
BIS! 19526 # 


UNKNGHN 
/#TRON AND STEEL// 
00/00/1979,¥0014,N0006, PP 0013-0021 
THE TECHNIQUE OF VACUUM CARBON DEOXIDATION. A 
PRACTICE IN THE PRODUCTION OF ROTOR FORGINGS 
BISI 19881 i] 


UNKNOWN 
/1OPYT SOVETSKOY MEDITSINY V_ VELIKOY OTECHESTVENNOY VOYNE NINETEEN HUNDRED FORTY QNE-NINETEEN HUNDRED FORTY FIVEGG// 
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000000187145 


000000171364 


000000172900 


000000216125 


000000187138 


000000264817 


000000185174 


000000255792 


000000311166 


000000265637 
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00/00/1979, V0015,N----, PP 0001-0576 

THE EXPERIENCE OF SOVIET MEDICINE IN THE GREAT 
PATRIOTIC WAR 1941-1945 576 PP 

*F TD-IDIRS} T-1160-80 # 


UNKNOWN 000000309289 
//GIDROBIOLOGICHESKI] ZHURNAL / / 

00/00/1979,V0015,N0003, 

HYDROBIOLOGICAL JOURNAL 

NOAA/NMFS # 


UNKNOWN 000000303290 
//GIDROBIOLOGICHESKII ZHURNAL // 

00/00/1979,¥0015,N0004, 

HYOROBIOLOGICAL JOURNAL 

NOAA/ NMFS t 


UNKNOWN 000000309277 
//GIODROBIOLGGICHESKII ZHURNAL // 

00/00/1979, ¥0015,N0005, 

HYDROBIOLOGICAL JOURNAL 

NOAA/NMFS # 


UNKNOWN 0000002647933 
f7TAN SSSR, FIZIKA ZEMLI// 

00/00/1979, ¥0015,N0006, PP 0381-0449 

PHYSICS OF THE SOLID EARTH 

AMERICAN GEOPHYSICAL UNION 

GEOLOGICAL SOCIETY OF AMERICA COVER TO COVER # 


UNKNOWN 000000270418 
TAN SSSR, FIZIKA ZEMLI// 

00/00/1979,¥0015,N0008, PP 0533-0601 

PHYSICS OF THE SOLIO EARTH 74 PP 

AMERICAN GEOPHYSICAL UNION AND GEOLOGICAL SOCIETY 

OF AMERICA COVER TO COVER ] 


UNKNOWN 000000285487 
FILZVESTIYAS/ 

00/00/L979,¥0015,N0009, PP 0607-0683 

PHYSICS OF THE SOLID EARTH 

AVAIL LY SERIALS 

AMERICAN GEOPHYSICAL UNION COVER TO COVER # 


UNKNOWN : 000000278601 
1/12VESTIYA ACADEMY OF SCIENCES USSR// 

00/00/1979, ¥0015,N0011, PP 0779-0851 

PHYSICS OF THE SOLID EARTH 

AMERICAN GEOPHYSICAL UNION 4 


UNKNOWN 000000283436 
‘/EZVESTIYA AKADEMII NAUK SSSR/ 

00/00/1979,¥0015,N0011, PP 0779-0851 

PHYSICS OF THE SOLID EARTH 

AMERICAN GEOPHYSICAL UNION/GEOLOGICAL SOCIETY OF 

AMERICA # 


UNKNOWN 000000188655 
f/TEPLOFIZIKA VYSOKIKH TEMPERATUR/ / 

00/00/1979,¥0017,N0001, PP 0005-0015 

JAN-FEB 1979, ALSO PP 20-26, 31-36, AND 207-208 

ENGLISH TITLE UNKNOWN 

*FTO-IDIRS)T-1043-79 # 
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UNKNOWN 

HIOMZEA// 
00/00/1979,¥0017,N0002, PP 0099-0111 
THE BATTLE FIELO OF TOMMORROW 13 PP 


sF TD-ID(RS1T-0819-91 ' 
UNKNOHN . 

/#ZEI1TSCHRIFT FUER CHEMIE// 
00/00/1979, ¥0019,N-~---, PP 0260-0261 


DETERMINATION OF BENZENECARBOXYLIC ACIDS BY 
TON-EXCLUSION CHROMATOGRAPHY 
NIC 81-12889-07C # 


UNKNOWN 
/RADIOBIOLOGIYAS/ 
00/00/1979,¥0019,N0001, PP 0001-0160 
RADI OBOLOGY 
ENERGY/ TENN. i] 


UNKNOWN 
//OQKEANOLOGIYA// 
00/00/1979,¥0019,N0004, PP 0712-0717 
EXPERIENCE IN SEISMIC REFRACTION PROFILING IN THE 
BALTIC 8 PP 
Oud 
JPRS L/8742 # 


UNKNOWN 
//OKEANOLOGIYA// 
00/00/1979, ¥0019,N0004, PP 0718-0724 
CONTINUOUS OCEAN SEISMIC PROFILING 9 PP 
JPRS L/B742 # 


UNKNOWN 
//SELEZIONE TESSILE// 
00/00/1979,¥0019,NQ011, PP 0071-0073 
STRETCH BREAK DIOLEN R TOW 
NTC 80-14274-11E # 


UNKNOWN 
//SELEZIONE TESSILE// 
00/00/1979,¥0019,N0011, PP 0071-0073 
STRETCH BREAK DIOLEN R TOW 
NTC B0-14274-11E # 


UNKNOWN 
/7ZHURNAL STRUKTURNOI KHIMIJI// 
00/00/1979, ¥0020,N0001, PP 0003-0185 
JOURNAL OF STRUCTURAL CHEMISTRY 161 PP 
AVAIL LY SERIALS 
CONSULTANTS BUREAU -COVER TO COVER # 


UNKNOHN ~ 
H/ZHURNAL STRUKTURNOI KHIMII// 
00/00/1979, ¥0020,NO002, PP 0195-0369 
MARCH-APRIL 1979 
JOURNAL OF STRUCTURAL CHEMISTRY 163-319 PP 
AVAIL LY SERIALS 
CONSULTANTS BUREAU COVER 70 COVER h 


UNKNOWN 

//ZHURNAL STRUKTURNOE KHIMII// 
00/00/1979, ¥0020 ,N0005, 
SEP-OCT _79 
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000000279019 


000000295230 


000000193231 


000000190742 


000000190741 


000000259293 


000000282977 


000000191278 


000000186826 


000000249036 
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JOURNAL OF STRUCTURAL CHEMISTRY 195 PP 
AVAIL LY SERIAL 
CB-COVER TO COVER # 


UNKNOWN : ~ 000000252384 
77ZHURNAL STRUKTURNOI KHIMII// 

00/00/1979, ¥0020,NO006, PP. 0963-1132 

NOV-DEC 1979 

JOURNAL OF STRUCTURAL CHEMISTRY 175 PP 

AVAIL LY SERIALS 


CONSULTANTS BUREAU COVER TO COVER é 

UNKNOWN 000000196161 
i fRADIOKHIMIYA// 

00/00/1979, ¥0021,NO0001, PP 0003-0148 

JAN-FEB 793 


RADIOCHEMISTRY 127 PP 
AVAIL LY SERIALS 


CONSULTANTS BUREAU COVER TO COVER f 

UNKNOWN 000000225544 
//RADIOKHIMIYA/ 

00/00/1979, ¥0021 ,NO003, PP 0329-0459 

MAY-JUNE 793 


SOVIET RADIOCHEMISTRY 117 PP 
AVAIL LY SERIAL . 
CONSULANTS BUREAU-COVER TO COVER # 


UNKNOWN 000000249037 
/ RADIOKHIMIYA// 

00/00/1979, ¥0021,N0005, PP 0625-0787 

SEP-OCT 79 

SOVIET RADJOCHEMISTRY 131 PP 

AVAIL LY SERIAL 

CB-COVER TO COVER ’ 


UNKNOWN 900000249040 
/{RADIOKHIMIYA/ / 

00/00/1979, ¥0021 ,NO005, PP 0625-0787 

SOVIET RADIOCHEMISTRY 132 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER TO COVER ‘ 


UNKNOWN 000000237471 
7 INYSOKOMOLEKULYARNYE SOYEDINENIYA// 

00/00/1979, ¥0021 ,NOO06, 

POLYMER SCIENCE U.S.S.R. 263 PP 

AVAIL LY SERIALS 

PERGAMON PRESS 4 


UNKNOWN 000000185303 
/1GEODESIYAs? 

00/00/1979, ¥0021,NO006, PP 0203-0206 

THE LARGE-SCALE BASIC MAPPING OF THE NETHERLANDS 

*DMAAC # 


UNKNOWN 000000234673 
{fRABDIOKHIMIYA// s 

00/00/1979, ¥0021,NO006, PP 0793-0927 

SOVIET RADIOCHEMISTRY 115 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER TO COVER # 


UNKNOWN ; . 000000241826 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


FF VYSOKOMEKULYARNYE SOYEDINENIYA SERIES A// 
00/0071979,¥0021,NQ010, 
POLYMER SCIENCE U.S.S.R. 266 PP 
AVAIL LY SERIALS 
PERGAMON PRESS COVER TO COVER i] 


UNKNOWN 
//VYSOKOMOLEKULYARNYE SOYEDINENIYA SERIES A// 
00/00/1979, ¥0021 ,N0011, PP 2651-2930 
POLYMER SCIENCE U.S.S.R. 
AVAILS LY SERIALS 
PERGAMON PRESS COVER TO COVER i] 


UNKNOWN 
HIVYSOKOMOLEKUYARNYE SOYEDINENIYA (SERIES Al// 
00/00/1979, ¥0021,NOQ012, PP 2937-3108 
POLYMER SCIENCE USSR 
AVAILS LY SERIALS 
PERGAMON PRESS COVER TO COVER q 


UNKNOWN 
/#SOLDAT UND TECHNIK// 
00/00/1979, V0022,NO004, PP 0175-0179 
ARMAMENT IN THE WARSAW PACT FACTS AND TENDENCIES 
PROVING INCREASED THREAT 
tFTD-ID(RS)}T-0746-81 # 


UNKNOWN 

/ /WEHRMEDIZINISCHE MONATSSCHRIFT// 
00/00/1979, ¥0023,N0001, PP 0001-0004 
1979 GUIDELINES FOR EDUCATION AND TRAINING FROM 
THE INSPECTOR OF SANITATION AND HEALTH PERSONNEL 
OF THE ARMED FORCES 6 PP 

ITAC K-93675 # 


UNKNOWN 
/ }WEHRMEDIZINISCHE MONATSSCHRIFT// 
00/00/1979, V¥0023,N0001, PP 0011-0016 
MEDICAL FLIGHT TRAINING FOR DOCTORS AND MEDICAL 
PERSONNEL 
ITAC K-9674 r] 


UNKNOWN 

/ISEIKATSU EISEI// ss 
00/00/1979, ¥0023,N0005, PP 0163-0177 
RESEARCH ON THE INTRODUCTION OF GC/MS SEARCH 
SYSTEMS FOR CHEMICALS--APPENXID--THE PRESENT STATE 
OF MASS SPECTRA SEARCH SYSTEMS IN THE U.S. 
NTC 81-11059-070 # 


UNKNOWN 
//7ENVESTIGATION OF THE APPLICATION OF POLYURETHANE AS A BINDER FOR PRODUCING COMPOSITE PLASTIC EXPLOSIVES// 
00/00/1979, ¥0024 ,NO001, PP 0033-0039 
INVESTIGATION OF THE APPLICATION OF 
POLYURETHANE AS A BINDER FOR PRODUCING COMPOSITE 
PLASTIC EXPLOSIVES 11 PP 
QUO COPYRIGHT INFO REFER OTHERS TO FSTC 
ARM/F STC /HT-~793-80 i] 


UNKNOWN 
{fBIOFIZIKA// 
00/00/1979, ¥0024,N0001, 0005-0190 
BIOPHYSICS 1-200 PP 
PERGAMON PRESS COVER 10 COVER i] 
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000000247382 


000000247955 


000000279041 


900000273946 


000000183884 


000000309989 


000000286959 


000000221836 
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UNKNOWN 
HIBIOFIZIKA// 
00/00/1979, ¥O024 ,NO002, 
BIOPHYSICS 104 PP 
PERGAMON PRESS # 


UNKNOWN 
H/BIOFIZIKA// 
00/00/1979, ¥0024,NO003, PP 0385-0598 
BIOPHYSICS 
AVAIL LY SERIALS 
PERGAMON PRESS COVER TO COVER ; # 


UNKNOHN 
/KRISTALLOGRAF IYA/ / 
00/00/1979, ¥0024,NO003, PP 0417-0565 
MAY-JUNE 79 
SOVIET PHYSICS-CRYSTALLOGRAPHY 135 PP 
AVAIL LY SERIALS 
AMERICAN INSTITUTE OF PHYSICS-COVER TO COVER # 


UNKNOWN 
HIBIOFIZIKA// 
00/00/1979, V0024 ,NO004, 
BIOPHYSICS 211 PP 
AVAIL LY SERIALS 
PERGAMON PRESS COVER TO COVER # 


UNKNOWN 
fIKRISTALLOGRAF IYA// 
00/00/1979, ¥0024,N0004, PP 0657-0880 
JUL-AUG 1979 
SOVIET PHYSICS-CRYSTALLOGRAPHY 408 PP 
AVAIL LY SERIALS 
AMERICAN INSTITUTE OF PHYSICS COVER TO COVER # 


UNKNOWN 
//KRISTALLOGRAF IYA// 
00/00/1979, ¥0024,N0005, PP 0881-1104 
SEP-OCT 1979 
SOVIET PHYSICS-CRYSTALLOGRAPHY 537 PP 
AVAIL LY SERIALS 
AMERICAN INSTITUTE OF PHYSICS COVER TO COVER i] 


UNKNOWN 
//BIOPHYSICS// 
00/00/1979, ¥0024,NQ006, PP 0989-1151 
MOLECULAR BIOPHYSICS 
AVAIL LY SERIALS 
PERGAMON PRESS COVER TO COVER t] 


UNKNOWN 
f KRISTALLOGRAF IYA/ / 
00/00/1979, ¥0024,NO006, PP 1105-1328 
NOV-DEC 1979 
SOVIET PHYSICS-CRYSTALLOGRAPHY 143 PP 
AVAIL LY SERIALS 
AMERICAN INSTITUTE OF PHYSICS COVER TO COVER # 


UNKNOWN 
//RADIOTEKHNIKA J ELEKTRONIKA// 
00/00/1979, ¥0024,NO010, PP 1949-2162 
RADIO ENGINEERING AND ELECTRONIC PHYSICS 1-144 PP 
SCRIPTA PUBLISHING COMPANY COVER TO COVER # 
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000000280720 


000000249002 


000000221272 


000000231861 


000000214277 


000000249003 


000000249198 


000000300069 


000000296583 
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UNKNOWN 000000211226 
1 ISUCHTGEF AHREN/ / 

00/00/1979,¥0025,N----, PP 0059-0064 

ENGLISH TITLE UNKNOWN 

NIAAA/NCALI BPA 80175-80-015 i] 


UNKNOWN 000000184777 
/IMUSZAKI KOZLEMENYEK/ / 

00/00/1979, ¥0025,NO002, PP 0082 

ALSO PP 85 

SUCCESSFUL DEVELOPMENT AT COMMUNICATIONS FACTORY 

4 PP 

JPRS 74311 ‘ 


UNKNOWN 000000296998 
/ICOMITATO NAZIONALE PER I’ENERGIA NUCLEARE, NOTIZIARIO// 

00/00/1979, ¥0025,N0008, PP 0021-0023 

CNEN ACTIVITY IN 1978, CHAIRMAN'S REPORT 


NTC 81-12945-18L: BLL RISLEY 4272 # 

UNKNOHN 00000028866? 
//ANTENNY// 

00/00/1979, V0027,N--~-, PP 0026-0038 


ON ACCURACY OF HOLOGRAPHIC METHODS OF MEASURING 
ANTENNA RADIATION PATTERN 123 PP 
sFTO-10(RS)T-1030-81 f 


UNKNOWN 000000267079 
7/7 ANTENNY // 

00/00/1979, V0027,N----, PP 0151-0166 

ANTENNAS 23 PP 

OUO COPYRIGHT INFO REFER OTHERS TO FTO/STINFO 

AIR/FTO-ID(RSiT-1256-80 N 


UNKNOWN 000000244030 
/ /VERMESSUNGS TECHNIK / / 

00/00/1979, ¥0027,NO010, 

STATUS AND PROSPECTS OF THE AUTOMATION OF THE 

MANUFACTURE OF LARGE SCALE MAPS IN THE USSR 

tFSTC SERIAL NO. 724-80 # 


UNKNOWN 000000246571 
1 /KOBUNSHI KAKO// 

00/00/1979,¥0028,N----, PP 0238-0242 

HEAT RESISTANT ADHESIVE AGENTS FOR POLYIMIDE FILM 

NTC 80-12498-11A # 


UNKNOWN 000000292465 
F/KEMIJA U INDUSTRIJI// 

00/00/1979, ¥0028,NO006, PP 0247-0256 

DEGRADATION OF SYNTHETIC FIBERS 

FSTC-HT-0506-81 # 


UNKNOHN | 000000292708 
/#KEMIJA U INDUSTRIJI// 

00/00/1979, ¥0028,NO006, PP 0247-0256 

DEGRADATION OF SYNTHETIC FIBERS 


FSTC-HT-0506-81 4 

UNKNOWN 000000292548 
/IRIECHSTOFFE, AROMEN, KOSMETICA// 

00/00/1979,¥0029,N----, PP 0281-0282 


JUVENA RESEARCH DISCOVERS A NEW COSMETIC HORMONE 
NTC_91-12219-06A # 
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UNKNOWN 0000002557939 
/ FREVUE .-REVUE SUISSE DE L’ ALUMINIUM// 

00/00/1979, ¥0029,N0004, PP 0143-0145 

44TH GENERAL MEETING OF THE SWISS ASSOCIATION OF 

ALUMINIUM INDUSTRIALIST 

BISI 19480 # 


UNKNOWN 000000309188 
7#FORUM STAEOTE-HYGIENE// 

00/00/1979, V¥0030,N----, PP 0060-0061 

SEYESO: IT MUST NOT HAPPEN AGAIN 

NTC 80-12914-06J # 


UNKNOWN 000000249546 
FIKASEIGAKU ZASSHI // 

00/00/1979, ¥0030,N----, PP 0328-0335 

MOISTURE AND WATER TRANSPORT PROPERTIES OF 

CLOTHING MATERIALS AND COMFORT SENSATIONS, 

REPORT NO. 2. MOISTURE AND WATER TRANSPORT 

PROPERTIES RELATING TO COMFORT SENSATIONS 

NTC 80-13242-11E # 


UNKNOWN 000000272586 
//YADERNAYA FIZIKA// 

00/00/1979, ¥0030,N0003, PP 0593-0879 

SOVIET JOURNAL OF NUCLEAR PHYSIC 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER # 


UNKNOWN 000000286645 
//BRUNENBAU, BAU YON WASSERWERKEN ROHRLEI TUNGSBAU // 

00/00/1979, ¥0030,N0005, PP 0188-0192 

CORROSION PROTECTION OF STEELS IN THE USE OF 

OZONE IN WATER PREPARATION 

NTC 81-10047-11F # 


UNKNOWN : 000000200679 
/1GEQDEZIA ES KARTOGRAFIA// 

00/00/1979, ¥0031,NO005, PP 0317-0318 

HUNGARIAN-SOVIET COOPERATION IN GEODESY DISCUSSEC 

5 pp 

JPRS 74911 ‘ 


UNKNOWN 000000246444 
//ENERGIE// 

00/00/1979, V0031,NO006, PP 0172-0173 

HARRISBURG AND MUELHEIM-KAERLICH: A COMPARISON OF 

THE SAFETY SYSTEMS AT TWO NUCLEAR STATIONS 


NTC 80-12742-18F, BLL 6196.3 (2323) # 

UNKNOWN 000000263163 
f (MILCHWISSENSCHAF T// 

00/00/1979, V¥0034,N----, PP 0393-0396 


EXPERIMENTAL TESTS ANDO VERIFICATION OF THE 
CONCEPT ON THE BASIS OF WHEY 
NTC 81-10162-13B # 


UNKNOWN 0000003118593 
11 TECH, -TECHNIK/ / 

00/00/1979, ¥0034,NO003, PP 0116 

THE MAPK~500 MACHINE SYSTEM 

FSTC-HT- 1482-61 4 


UNKNOWN 000000188686 
//RADIOTEKHNICHESKIYA SISTEMY// 
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APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


00/00/1979, ¥0034,NO004, PP 0005-0018 

ABOUT ESTIMATING LIMIT VARIATION PARAMETERS 

OF GEOSTATIONARY ORBITS, (1). DETERMINATION OF 
ZONES OF GUARANTEED SIGNAL LEVELS IN A SATELLITE 
SYSTEM OF COMMUNICATION (2) 

sF TO-ID(RS)T-1334-79 # 


UNKNOWN 

/#STUDII SI CERCETARI DE MECANICA APLICATA// 
00/00/1979, ¥0038,NO001, PP 0053-0074 
JAN-FEB 79 
CHARACTERISTICS IN THE FREQUENCY DOMAIN OF A TIME 
INVARIANT LINEAR CONTINUOUS SYSTEM WITH INDICAL 
FUNCTIONS OF EXPONENTIAL POLYNOMIAL TYPE 
+F TD-1D1RS1T-0440-90 # 


UNKNOWN 
//#KOGYO KAYAKU KYOKAI SHI// 
00/00/1979, ¥0040,N----, PP 0092 
EXPLOSIONS AND EXPLOSIVES 
4NTIS TT 80-52017 # 


UNKNOWN 
//KOGYO KAYAKU KYOKAI SHI// 
00/00/1979, ¥0040,N0001, PP 0043-0049 
ALSO PP 51-54 
EXPLOSIONS AND EXPLOSIVES 
NTIS TT 80-52017 i] 


UNKNOWN ? 
//KOGYO KAYAKU KYOKAI SHI// 
00/00/1979, ¥0040,NO0002, PP 0074-0079 
ALSO PP 81-99, 109-115, 117-121 
EXPLOSIONS AND EXPLOSIVES 
aNTIS TT 8980-52017 # 


UNKNOWN 
/FANTOMATIKA I TELEMEKHANIKA// 
00/00/1979, V¥0040,NO003, PP 0401-0484 
AUTOMATION AND REMOTE CONTROL 481 PP 
AVAIL LY SERIALS 
CONSULTANTS BUREAU COVER TO COVER # 


UNKNOWN 
//KOGYO KAYAKU KYOKAI SHI// 
00/00/1979, ¥0040,N0004, PP 0291-0298 
ALSO PP 300-304, 306-318 
EXPLOSIONS AND EXPLOSIVES 
4NTIS TT 80-52017 i 


UNKNOWN 
//#KOGYO KAYAKU KYOKAI SHI// 
00/00/1979, ¥0040,N0005, PP 0376-0377 
ALSO PP 379-381 
EXPLOSIONS AND EXPLOSIVES 
¥NTIS TT 80-52017 f 


UNKNOWN 
//KOGYO KAYAKU KYOKAI SHI// 
00/00/1979, ¥0040,NO006, PP 0408-0415 
ALSO PP 417-421 
EXPLOSIONS AND EXPLOSIVES 
asNTIS TT 80-52017 i] 
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000000280579 


000000244969 


000000244970 


000000244971 


000000185383 


000000245069 


000000245070 


000000245071 
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UNKNOWN 000000177950 
//KOLLOIDNYI ZHURNAL // 

00/00/1979, ¥0041,N0001, PP 0003-0203 

JAN - FEB 1979 

COLLOID JOURNAL OF THE USSR 1-164 PP 

CB COVER TO COVER # 


UNKNOKN 000000193907 
//KOLLOTONYI ZHURNAL / / 

00/00/1979, ¥0041,NOG02, PP 0211-00395 

COLLOID JOURNAL OF THE USSR 171 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER T0 COVER # 


UNKNOWN 000000233306 
//KOLLOIDNYI ZHURNAL// 

00/00/1979, 40041 ,NO004, PP 0627-0822 

JUL-AUG 79 

COLLOIO JOURNAL OF THE USSR 541-710 PP 

CONSULTANTS BUREAU r 


UNKNOWN 000000218781 
f#KOLLOIDNYI ZHURNAL // 

00/00/1979, ¥0041,NO005, PP 0835-1035 

COLLOID JOURNAL OF THE USSR 711-883 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER TO COVER # 


UNKNOWN 000000231860 
/IKOLLOIDNYI ZHURNAL// 

00/00/1979, ¥0041,NO006, PP 1043-1214 

NOV-DEC 1979 

COLLOID JOURNAL OF THE USSR 160 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER TO COVER # 


UNKNOWN 000000193909 
//1TAN SSSR, SERIYA FIZICHESKAYA// 

00/00/1979, ¥0043,N0001, PP 0002-0209 

BULLETIN OF THE ACADEMY OF SCIENCES OF THE USSR. 

PHYSICAL SERIES 183 PP 

AVAIL LY SERIALS 

ALLERTON PRESS INC. COVER TO COVER # 


UNKNOWN 000000232545 
/H1AN SSSR, SERIYA FIZICHESKAYA// 

00/00/1979, ¥0043,NO002 PP 0226-0428 

PROCEEDINGS OF THE IX ALL-CONFERENCE ON COHERENT 

AND NONLINEAR OPTICS 186 PP 

ALLERTON PRESS INC. -COVER TO COVER # 


UNKNOHN 000000237861 
/tTAN SSSR, SERIYA FIZICHESKAYA// 

00/00/1979, ¥0043,NQ003, PP 0450-0662 

BULLETIN OF THE ACADEMY OF SCIENCES OF THE USSR, 

PHYSICAL SERIES 179 PP 

AVAIL LY SERIALS 

ALLERTON PRESS INC. COVER TO COVER i] 


UNKNOWN 000000237860 
7/TAN SSSR, SERIYA FIZICHESKAYA// 

00/00/1979, ¥0043,N0004, PP 0674-0878 

BULLETIN OF THE ACADEMY OF SCIENCES OF THE USSR, 

PHYSICAL SERIES 165 PP 
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AVAIL LY SERIALS 
ALLERTON PRESS INC. COVER TO COVER ] 


UNKNOWN 000000234570 
/71AN SSSR, SERIYA FIZICHESKAYA// 

00/00/1979, ¥0043,N0005, PP 0898-1089 

BULLETIN OF THE ACADEMY OF SCIENCES OF THE USSR 

PHYSICAL SERIES 1-174 PP 

AVAIL LY SERIALS 

ALLERTON PRESS INC. COVER TO COVER # 


UNKNOWN 000000234571 
/1TAN SSSR, SERIYA FIZICHESKAYA// 

00/00/1979, ¥0043,NO005, PP 1106-1318 

BULLETIN OF THE ACADEMY OF SCIENCES OF THE USSR 

PHYSICAL SERIES 1-193 PP 

AVAIL LY SERIALS 

ALLERTON PRESS INC. COVER TO COVER # 


UNKNOWN 000000234293 
77TAN SSSR, SERIYA FIZICHESKAYA// 

00/00/1979,¥0043,N0007, PP 1330-1533 

BULLETIN OF THE ACADEMY OF SCIENCES OF THE USSR 

PHYSICAL SERIES 172 PP 

AVAIL LY SERIALS 

ALLERTON PRESS INCORPORATED COVER TO COVER # 


UNKNOWN 000000234294 
//TAN SSSR, SERIYA FIZICHESKAYA// 

00/00/1979, ¥0043,NO008, PP 1554-1783 

BULLETIN OF THE ACADEMY OF SCIENCES OF THE USSR 

PHYSICAL SERIES 201 PP 

AVAIL LY SERIALS 

ALLERTON PRESS INCORPORATED COVER TO COVER # 


UNKNOWN 000000309312 
/1TAN SSSR, SERIYA FIZICHESKAYA/ / 

00/00/1979, ¥0043,N0009, PP 1794-2011 

BULLETIN OF THE ACADEMY OF SCIENCES OF THE USSR 

PHYSICAL SERIES 1-186 PP 

AVAIL LY SERIALS 

ALLERTON PRESS INC. COVER TO COVER # 


UNKNOWN 000000269801 
{/1AN SSSR, SERIYA FIZICHESKAYA// 

00/00/1979,¥0043,NO0010, PP 2018-2176 

BULLETIN OF THE ACADEMY OF SCIENCES OF THE USSR. 

PHYSICAL SERIES 181 PP 

ALLERTON PRESS INC COVER TO COVER f 


UNKNOWN 000000269800 
J/1AN SSSR, SERIYA FIZICHESKAYA/ / 

00/00/1979, ¥0043,N0011, PP 2242-2353 

BULLETIN OF THE ACADEMY OF SCIENCES OF THE USSR, 

PHYSICAL SERIES 187 PP 

ALLERTON PRESS INC COVER TO COVER # 


UNKNOWN 000000269802 
//1AN SSSR, SERIYA FIZICHESKAYA// 

00/00/1979, ¥0043,N0012, PP 2466-2533 

BULLETIN OF THE ACADEMY OF SCIENCES OF THE USSR. 

PHYSICAL SERIES 172 PP 

ALLERTON PRESS INC COVER TO COVER ¥ 
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UNKNOWN 

/7INDUSTRIA CONSERVERA/ / 
00/00/1979, ¥0045,NO46B, 
JAN-FEB 1979 
THE MINISTER FURTHER INDICATEO THAT, WITHIN 2 
YEARS, THE IVORY COAST WILL BE THE PRIMARY 
AFRICAN PRODUCER OF CANNED TUNA AND ONE OF THE 
MAJOR INTERNATIONAL EXPORTERS. THE PRESENT 8 
VESSEL FLEET IS TO BE EXPANDED IN THE NEAR 
FUTURE 
NOAA/ NMFS é 


UNKNOWN 
/7 INDUSTRIE-LACKIER-BETRIEB/ 
00/00/1979, ¥0047,N----, PP 0236-0238 
INSTRUMENTS FOR TESTING 
NTC 90-14347-11C # 


UNKNOWN 
fF INDUSTRIE-LACKIER-BETRIES/ / 
00/00/1979, ¥0047,N----, PP 0236-0238 


INSTRUMENTS FOR TESTING 
NTC 80-14347-11C # 


UNKNOWN 

/7ARCH.-ARCHIV FUER DAS EISENHUETTENWESEN/ / 
00/00/1979, ¥0050,N0005, PP 0219-0223 
RESIDUAL STRESS DISTRIBUTIONS IN BUTT WELDED STEEL 
PLATES OF SMALL THICKNESS 
BIS! 18741 # 


UNKNOWN 
FI FLETSCHMIRTSCHAF T// 
00/00/1979, ¥0059,N----, PP 0632-0640 
QUALITY CONTROL IN THE MANUFACTURE OF CANNED 
SAUSAGES 
NTC 80-11667-06H # 


UNKNOWN 
//MELLIAND TEXTIBERICHTE INTERNATIONAL // 
00/00/1979, V0060,N----, PP 0482 
TROUBLE-FREE REMOVAL OF EXCESS FLOCK MATERIAL 
NTC 91-12817-11E i] 


UNKNOWN 

//GIESSEREI// 
00/00/1979, VOOG6 ,N----- , PP 0601-0609 
GIFA 70: MOULD MAKING TECHNIQUES WITH CLAY BONDED 
AND PHYSICALLY BONDED MOULDING MATERIALS INCLUDING 
PREPARATION 
BISI 18742 # 


UNKNOWN 
//GIESSEREL// 
00/00/1979, ¥0066,NO0013, PP 0494-0502 
CAN ALUMINIUM REPLACE CAST IRON MATERIALS IN THE 
AUTOMOTIVE INDUSTRY 


BISI 18696 ’ 
UNKNOWN 

//BUL .-BULLETIN DE LA SOCIETE SCIENTIFIQUE DE VET ERINARIA ET MEDICALES COMPAREE// 
00/00/1979, ¥0072,N----, PP 0461-0470 
ENGLISH TITLE UNKNOWN 
sNTIS TT 80-58056 _# 
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000000289349 


000000259274 


000000283114 


000000214753 


000000239214 


000000297074 


000000219469 


000000200438 


000000234801 
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UNKNOWN 

/ LAKARTIDNINGEN? / 
00/00/1979, ¥0076,N----, PP 4531 
PHENYLPROPANOLAMINE - PSYCHOLOGICAL EFFECTS AND 
CONFUSION 
NTC 80-13886-060 ' 


UNKNOWN 
/ REVUE .-REVUE METALLURGY // 
00/00/1979, ¥0076,NO004, PP 0257-0258 
MEASURING THE LENGTH OF SLABS AT COCKERILLS 
REHON WORKS 
BISI 18713 ‘ 


UNKNOWN 
/TELEC .-ELEKTRIZI TAE TSWIRTSCHAF T / / 
00/00/1979, ¥0078,N----, PP 1008-1017 
SURVEY OF HARMONIC CONDITIONS IN PUBLIC 
POWER-SUPPLY SYSTEMS 
NTC 80-14537-09C; BLL 6196.3 (2354) # 


UNKNOWN 

//PLASTICHESKIYE MASSY// 
00/00/1979,¥0079,N0011, PP 0019-0021 
ALSO PAGES 39-41, 51-54 
ENGLISH TITLE UNKNOWN 10 PP 


#F TD-ID(RS)T-0407-61 # 
UNKNOWN 

7/SVENSK PAPPERSTIONING/ / 
00/00/1979,¥0082,N----, PP 0246 


PRACTICAL EXPERIENCE WITH ANTHRAGUINONE FOR 


SULFATE PULPING 
NTC 80-12094-11L # 


UNKNOWN 
/ISVENSK PAPERSTIDNING/ / 
00/00/1979, ¥0082,N----, PP 0525-0528 
MONSTERAS MILL INCREASES PULP PRODUCTION FROM 
185,00 TO 300,00 TONS/YEAR 
NTC 81-12665-11L 4 


UNKNOWN 
//BUL.-BYULLETEN’ EKSPERIMENTAL NOT BIOLOGII I ME DITSINY// 
00/00/1979, ¥0087,NQ004, PP 0291-0371 
BULLETIN OF EXPERIMENTAL BIOLOGY AND MEDICINE 
384 PP 
AVAIL LY SERIALS 
CONSULTANTS BUREAU-COVER TQ COVER i] 


UNKNOWN 
//BUL.-BYULLETEN EKSPERIMENTAL ‘NOY BIGLOGII I MED ITSINY// 
00/00/1979, ¥0088,NO009, PP 0259-0369 
BULLETIN OF EXPERIMENTAL BIOLOGY AND MEDICINE 
140 PP 
AVAIL LY SERIALS 
CONSULTANTS BUREAU-COVER TO COVER i] 


UNKNOWN 

//SOOBSHCHENIYA AKADEMII NAUK GRUZINSKOY SSR// 
00/00/1979, ¥0093,N0001, PP 0125-0132 
BULLETIN OF THE ACADEMY OF SCIENCES OF THE 
GEORGIAN SSR 10 PP 
QUO COPYRIGHT INFO REFER OTHERS TO FTD/STINFO 
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000000301179 


000000200433 


000000260378 


000000311936 


000000253668 


“f 


000000296380 


000000183440 


000000225504 


000000296647 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


AIR/FTO-1ID(RS) T-2100-80 ] 


UNKNOWN 000000191827 
/#STAHL UND EISEN/? 

00/00/1979, ¥0099,N0005, PP 0210-0211 

MIDREX CORP DEVELOPS SOLID DIRECT REOUCTION 

PROCESS 

BISI 18399 # 


UNKNOWN 000000215157 
//STAHL UND EISEN// 

00/00/1979, ¥0099,N0013, PP 0696-0697 

NEW BLAST-FURNACE TUYERES. NEW DOUBLE CHAMBER 

COOLING BOXES FOR BLAST FURNACES 

BISI 18852 # 


UNKNOWN . 000000215148 
/7STAHL UND EISEN// 

00/00/1979, ¥0099,NO021, PP 1291-1293 

THE WORLD MARKET FOR STEEL TUBES IN 1978 

BIS} 18860 # 


UNKNOWN 000000254571 
//TRUDY FIZICHESKOGO INSTITUTA IMENI LEBEDEVA SISTEMY AVTOMATIZATSII NAUCHNYKH ISSLEDOVANIY I IKH PROGRAMMNOYE OBESPECHENI Y// 

00/00/1979,¥0112,N----, PP 0003-0007 

AUTOMATION OF SCIENTIFIC RESEARCH BASED ON THE 

FIAN COMPUTER COMPLEX 7 PP 


aud 

JPRS L/9261 # 

UNKNOWN 000000254567 
//TRUOY FIZICHESKOGO INSTITUTA IMENI LEBEDEVA SISTEMY AVTOMATIZATSI] NAUCHNYKH ISSLEDOVANIY I] IKH PROGRAMMNOYE OBESPECHENIYE// 

00/00/1979,¥0112,N----, PP 0013-0048 


A MULTIMACHINE SYSTEM FOR AUTOMATION OF THE 
POWERFUL DEL'FIN LASER INSTALLATION FOR 
INVESTIGATION OF THERMONUCLEAR FUSION 5 PP 


oud 

JPRS L/9261 # 

UNKNOWN | 000000281092 
//TRUDY FIZICHESKOGO INSTITUTA, IMENI LEBEDEVA AKADEMIYA NAUK USSR// 

00/00/1979, ¥0112,N----, PP 0013-0048 


ALSO PAGES 89-91 

A MULTIMACHINE AUTOMATION SYSTEM OF THE DEFER 
HIGH POWER LASER INSTALLMENTS FOR THE STUDY OF 
THERMONUCLEAR SYNTHESIS (A PROJECT) AND CONNECTION 
OF COMPUTER BLICKS BY MEANS OF GLASS FIBER LIGHT 
GUIDES SMALL LOSSES 39 PP 

2F TD-IDIRS1T-595-81 # 


UNKNOWN 900000281774 
//TRUDY FIZICHESKOGO INSTITUTA IMENI P. N, LEBEDEVA, AKADEMI1 NAUK SSSR// 

00/00/1979, ¥0112,N----, PP 0013-0048 

AUTOMATION SYSTEMS OF SCIENTIFIC STUDIES AND 

THEIR SOFTWARE (SELECTED ARTICLES) 

QUO COPYRIGHT INFO REFER OTHERS TO FTD/SINFO 


AIR/F TD-IDIRS1T-0595-81 ‘ 
UNKNOWN 000000254438 

//TRUOY FIZICHESKOGO INSTITUTA IMENI LEBEDEVA SISTEMY AYTIMATIZATSI1 NAUCHNYKH ISSLEDOVANIYIKH PROGRAMMNOYE OBESPECHENIYE// 
00/00/1979,¥0112,N----, PP 0049-0051 


COMPUTER RECORDING AND PROCESSING THE PHYSICAL 
INFORMATION OBTAINED AT THE TYAN’~SHAN’ COMPLEX 
INSTALLATION FOR STUDY OF EXTENDED ATMOSPHERIC 
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COSMIC RAY SHOWERS 5 PP 
0u0 
JPRS L/926i # 


UNKNOWN 000000270517 
/7TRUDY FIZICHESKOGO INSTITUTE IM P. N. LEBEDEVA,KOLEBATEL 'NAYA RELAKSATSIYA MOLEKUL I GAZODINAMICHESKIYE LAZERY// 

00/00/1979, V¥0113,N----, PP 0005-0189 

VIBRATIONAL RELAXATION OF MOLECULES AND 

GAS-DYNAMIC LASERS 527 PP 

OUO COPYRIGHT INFO REFER OTHERS TO FID/STINFO 


AIR/FTO-ID(RS1T-1049-80 A 

UNKNOWN 000000310015 
f/TRUDY FIZICHESKOGO INSTITUTA IM. P. N. LEBEDEVA // 

00/00/1979,¥0113,N----, PP 0050-0149 


VIBRATIONAL RELAXATION OF MOLECULES AND 
GAS-DYNAMIC LASERS (SELECTED ARTICLES! 296 PP 


QUO COPYRIGHT INFO REFER OTHERS TO FID/STINFO 


AIR/FTD-IO(RS1T-0569-81 # 

UNKNOWN 000000252725 
//TRUDY AN SSSR, LENINA FIZICHESKOGO INSTITUTA IMP.N. LEBEDEVA// 

00/00/1979,V0114,N----, PP 0003-0045 


ALSO PP 50-59, 107-138, 153-183 
LASER ISOTYPE SEPARATION 116 PP 


sFT0 ID(RS)T-2104-80 i] 

UNKNOHN 000000269331 
//TRUOY AN SSSR, FIZICHESKOGO INSTITUTA IM. P, N,LEBEOEVA// 

00/00/1979,¥0114,N----, PP 0003-0045 


ALSO PP 50-59, 107-138, 153-183 

LASER ISOTOPE SEPARATION 337 PP 

QUO COPYRIGHT INFO REFER OTHERS TO FTO/STINFG 
AIR/FTD-ID(RS)1-2104-80 # 


UNKNOWN 000000309455 
/7TRUDY ORDENA LENINA FIZICHESKOGO INSTITUTA IM P.N. LEBEDEVA AKADEMIN NAUK SSSR// 

00/00/1979, ¥0114,N----, PP 0003-0045 

ALSO PAGES 50-59; 107-138; 153-183 

ENGLISH TITLE UNKNOWN 


sF TD- IDI RS} T-2104-80 4 

UNKNOWN : 0000002947988 
//MUENCHENER MEDIZINISCHE WOCHENSCHRIF T// 

00/00/1979, ¥0121,N----, PP 0062 

DOES FOLIC ACID STIMULATE TUMOR GROWTH? 

NTC 81-12835-06E * 

UNKNOHN 000000188352 
/HDOKLADY AN SSSR, BIOCHEMISTRY// 

00/00/1979, ¥0245,N----, PP 0254-1501 

DOKLADY BIOCHEMISTRY, PROCEEDINGS OF THE USSR 

147 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER TO COVER # 

UNKNOWN 000000202925 


//DOKLADY AKADEMIYA NAUK SSSR// 
00/00/1979, ¥0247,NO003, PP 0578-0582 
OEEP ELECTROMAGNETIC SOUNDING WITH A 
MAGNE TOHYDROSYNAMIC GENERATOR ON THE KOLA 
PENINSULA 6 PP 
ou0 | 
JPRS 1/8856 . f 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


UNKNOWN 000000279253 
//COMPTES RENDUS DE L'ACADEMIE SCIENCE / / 

00/00/1979, ¥0289,N0005, PP 0489-0491 

DIPTERA OF CALLIPHORA GENUS, POTENTIAL CARRIERS 

AND SPREADERS OF SWINE VESICULAR DISEASE VIRUS 

tNTIS TT 61-55062 # 


UNKNOWN 000000208593 
//AFRIQUE// 
00/01/1979,V----,N----, 
ITEMIZED REVIEW OF AFRICAN DEFENSE FORCES 8 PP 
JPRS 75138 


UNKNOWN 000000209718 
770RGANISMO INTER-REGIONAL DE SANIOAD AGROPECUARI A // 

00/01/1979, ¥----,N----, 

CONSIDERATIONS FOR THE STRENGTHENING THE UNITED 

ACTIONS AT THE MINISTERIAL LEVEL FOR THE 

PREVENTION OF FMD IN CENTRAL AMERICA AND PANAMA 

aNTIS TT 80-53652 i] 


UNKNOWN 000000210743 
//PUEBLO// 

00/01/1979,V----,N----, 

14-15 JAN 1979 

SOCIAL CHRISTIAN PARTY ISSUES NEW YEAR'S 

COMMUNIQUE 16 PP 

JPRS 75150 " 


UNKNOWN 000000297770 
//TRANSISTOR STEP STRESS TESTING PROGRAM/ / 

00/01/1979,V----,N--~-, 

TRANSISTOR STEP STRESS TESTING PROGRAM, FINAL 

REPORT 45 PP 

NASA TM-81038 # 


UNKNOWN 000000297769 
// TRANSISTOR STEP STRESS TESTING PROGRAM/ / 

00/01/1979, V¥----,N----, 

TRANSISTOR STEP STRESS TESTING PROGRAM, FINAL 

REPORT. 37 PP 

NASA-TM-91039 # 


UNKNOWN 000000157119 
//MAROC SOIR// 

00/01/1979,V¥----,N----, PP 0001 

6-7 JAN 1979, ALSO PP 4, 5 

FINANCE MINISTER GHISSASSI DISCUSSES ECONOMY, 

1979 BUDGET 20 PP 


JPRS 72855 # 

UNKNOWN 000000162931 
//KRASNAYA ZVEZDA// 

00/01/1979,¥----,N----, PP 0001-0002 


17,29, 27 JAN 1979, 
TRAINING ACTIVITIES IN AVIATION UNITS 14 PP 
JPRS 73379 # 


UNKNOWN 000000208510 
MAROC SOIRS/ 

00/01/1979, ¥----,N----, PP 0001-0002 

2-6 JAN 1979 

FINANCE MINISTER DISCUSSES 1980 BUDGET'S MAIN 

LINES HITH PRESS 8 PP 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


JPRS 75100 # 


UNKNOWN 000000223667 
{REPORT FOR THE MEDICAL OFFICER ON POISONOUS SNA KES// 

00/01/1979,V¥----,N----, PP 0001-0043 

REPORT FOR THE MEDICAL OFFICER ON POISONOUS SNAKES 


MITA HT-008-79 é 

UNKNOHN : 000000202795 
/IKITA CHOSEN NO KOGYO// 

00/01/1979, V----,N----, PP 0001-0108 

KOREAN AFFAIRS REPORT 126 PP 

JPRS 74930 i] 

UNKNOHN 000000196373 
/INICCHU KEIZAI KYOKAI// 

00/01/1979, V----,N----, PP 0002-0003 


ALSO PP 30-32, 63-92 

REPORT ON WATERWAYS TECHNOLOGY DEVELOPMENT IN PRC 
COMPILED BY THE SURVEY TEAM OF JAPAN WATERWAYS 
TECHNOLOGY AND DEVELOPMENT 35 PP 

CSO: 8129/0165-80 COMPLETED SPECIAL # 


UNKNOWN 000000160532 
/FTRYBUNA LUDU/ / 

00/01/1979, ¥----,N----, PP 0003-0004 

NUMBERS 23, 24 

FULFILLMENT OF 1978 SOCIOECONOMIC PLAN REPORTED 

14 PP 

JPRS 72944 # 


UNKNOWN 000000151683 
/IBOHEMIAS / 

00/01/1979,V----,N----, PP 0006-00093 

1-7 JAN 79 

PRESENT, FUTURE STATUS OF LEFT EXAMINED 5 PP 

JPRS 72694 # 


UNKNOWN 000000159856 
‘TF IBOHEMIA/ / 

00/01/1979,¥----,N----, PP 0006-0009 

8-14 JAN 1979 

AD AT THE CROSSROADS, TIME FOR CHANGE 6 PP 


JPRS 72895 # 

UNKNOWN 000000160654 
//TRIBUNE SOCITALISTE// 

00/01/1979, V¥----,N----, PP 0006-0011 


18-24 JAN 1979 
DETAILS OF ELEVENTH PSU CONGRESS PUBLISHE 17 PP 


JPRS 72971 # 

UNKNOHN 000000157169 
/ISZAMITASTECHNIKA/ # 

00/01/1979,V¥----,N----, PP 0008-0009 


LEADERS IN COMPUTER AFFAIRS EVALUATE PAST, 
HIGHLIGHT FUTURE TASKS 11 PP 
JPRS 73156 # 


UNKNOWN 000000156008 
FICAPITAL/! 

00/01/1979,V¥----,N----, PP 0010-0011 

PROSPECTS FOR VARIOUS INOUSTRIES FOR 

1979 GIVEN 5 PP , 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 


oud 
JPRS L/8274 
UNKNOWN 

/fDEFENSE INTERARMEES// 
00/01/1979,¥----,N----, PP 0012-0017 
DEFENSE BUDGET FOR 1979 ANALYZED 11 PP 
JPRS 72899 
UNKNOWN 

/7NIKKAN KOGYO SHIMBUN/ / 
00/01/1979,V----,N----, PP 0014-0015 


10, 11, 12 JAN 1979 


CIA-RDP91-00403R000201260005-1 


FUJITSU, HITACHI, NEC QUTLINE COMPYTER STRATEGY 


FOR THE 80'S 7 PP 
0u0 
JPRS L/8371 


UNKNOWN 

/fNIKKAN KOGYO SHIMBUN/ / 
00/01/1979,¥----,N----, PP 0015 
10-12 JAN 1979 


FUJITSU, HITACHI, NEC OUTLINE COMPUTER STRATEGY 


FOR THE 80'S 10 PP 
OU0 
JPRS L/8371 


UNKNOWN 
/FAL-WATAN AL-’ARABI// 
00/01/1979,V----,N----, PP 0016-0021 


4-10 JAN 1979 


POLITICAL SITUATION, POSSIBLE SUCCESSION TO | 


BOUMEDIENE ANALYZED 12 PP 
0U0 
JPRS L/8277 


UNKNOWN 

FF AVANTI// 
00/01/1979,¥---~,N----, PP 0020-0021 
14-15 JAN 1979 


TEXT OF SOCIALIST PLATFORM DOCUMENT FOR EUROPEAN 


ELECTIONS 7 PP 
JPRS 72919 


UNKNOWN 

//7AL-WATEN AL-'ARABI// 
00/01/1979, ¥----,N----, PP 0020-0022 
11-12 JAN 1979 


POSSIBLE CANDIDATES FOR PRESIDENCY DISCUSSED @ PP 


Oud 
JPRS L/8300 


UNKNOWN 
/4AL-WATAN AL-' ARABI // 
00/01/1979, V¥----,N----, PP 0020-0022 


11-12 JANUARY 1979 


i] 


POSSIBLE CANDIDATES FOR PRESIDENCY DISCUSSED 8 PP 


OU0 
JPRS L/8300 
UNKNOWN 
//AL-WATAN AL- ARABI// 
00/01/1979, V¥----,N----, PP 0024-0025 


11-17 JAN 1979 


# 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


000000159814 


000000187537 


000000187536 


000000157770 


000000161402 


000000206894 


000000213648 


000000159922 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


VICE PRESIDENT’S RECENT TRIP TO PARIS 

ANALYZED 6 PP 

oud 

JPRS L/8292 # 


UNKNOWN 000000156808 
‘/DEFENSE INTERARMEES // 

00/01/1979,V¥----,N----, PP 0026-0031 

ARMY'S NIGHT-FIGHTING EQUIPMENT DETAILED 11 PP 

JPRS 72851 # 


UNKNOWN 000000206860 
/FBOHEMIA// 

00/01/1979,V¥----,N----, PP 0076-0081 

22-28 JAN 1979 

DYNAMICS OF UPCOMING MUNICIPAL ELECTIONS 

EXAMINED 5 PP 

JPRS 72837 # 


UNKNOWN 000000157734 
//BUNGEI SHUNJU// 

00/01/1979,¥----,N----, PP 0345-0362 

MITI OFFICIALS ALARMED BY THE UNCERTAIN PRC 

MARKET 21 PP 

oud : 

JPRS L/B313 # 


UNKNOWN 000000154168 
//TECH,-TEKHNIKA I YOORUZHENIYE// 

00/01/1979, ¥---- ,NO001 

TECHNOLOGY AND ARMAMENT 

QUO COPYRIGHT INFO REFER OTHERS TO ITAC 

sITAC K-9348 r 


UNKNOWN 000000153032 
f#TECH,-TEKHNIKA I YOORUZHENIYE// 

00/01/1979,¥----,NOOO1, 

TECHNOLOGY AND ARMAMENT 

tUSAITAC K-9348 & 


UNKNOWN 000000176351 
/#VOY.-VOYENNO MEDITSINSKIY ZHURNAL / / 

00/01/1979, ¥----,NO001, 

MILITARY MEDICAL JOURNAL 119 PP 

OUO COPYRIGHT INFO IS NOT IN THE PUBLIC DOMAIN 

ITAC K-9413 # 


UNKNOWN 000000176352 
//TYL I SNABZHENIYE SOVETSKIKH VOORUZHENNYKH SIL 

00/01/1979, ¥----,NOO01, 

REAR AND SUPPLY OF THE SOVIET ARMED FORCES 145 PP 

QUO COPYRIGHT INFO IS NOT IN THE PUBLIC DOMAIN 

ITAC K-9414 # 


UNKNOHN 0000001 76350 
//¥OY.-VOYENNYY VESTNIK// 

00/01/1979, ¥----,N0001, 

MILITARY HERALD 160 PP 

QUO COPYRIGHT INFO IS NOT IN THE PUBLIC DOMAIN 

ITAC K-9347 a 


UNKNOWN 000000194538 


F/VOY.-VOYENNYY VESTNIK// 
00/01/1979, V¥---- ,NO001 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


MILITARY HERALD 140 PP 
ARM/FSTC/HT-52B-79 
ITAC K~9347 # 


UNKNOWN 000000199925 
H/TYL | SNABZHENIYE SOVETSKIKH YOORUZHENNYKH SIL 

00/01/1979,V----,N0001, 

REAR AND SUPPLY OF THE SOVIET ARMED FORCES 158 PP 

ARM/FSTC-HT-516-79 

ITAC K-9444 # 


UNKNOWN 000000202838 
fIVESTNIK PROTIYOVOZDUSHNOY QOBORONY / / 

00/01/1979,¥----,NO001, 

AIR DEFENSE HERALD 126 PP ; 

ITAC 9365 s 


UNKNOWN 000000206277 
f/TYL 1 SNABZHENTYE SOVETSKIKH VOORUZHENNYKH SIL 

00/01/1979,¥----,NO001, 

REAR AND SUPPLY OF THE SOVIET ARMED FORCES 1*46 PP 


ITAC K-9414 é 

UNKNOWN 000000212179 
/#VOY .-YOYENNO-MEDITSINSKIY ZHURNAL / / 

00/01/1979, ¥----,NO001, 


MILITARY MEDICAL JOURNAL 119 PP 
OUO COPYRIGHT INFO IS NOT IN THE PUBLIC DOMAIN 
ITAC K-9413 # 


UNKNOKN 000000215521 
//TECH.-TEKHNIKA I YOORUZHENIYE/ / 

00/01/1979, V¥----,NO001, 

TECHNOLOGY AND ARMAMENT 124 PP 

ARM/FSTC-HT-540-79 

ITAC-K-9348 # 


UNKNOWN 000000217933 
 FPTECH.-TEKHNIKA I YOORUZHENIYE// 

00/01/1979, ¥----,NO001, 

TECHNOLOGY AND ARMAMENT 

INSCOM K-9348 " 


UNKNOWN 000000221304 
f1VOY .-VOYENNYY VESTNIK// 

00/01/1979,V----,NOO01, 

MILITARY HERALD 158 PP 

ARM/FSTC/HT-516-79 

ITAC K-9414 4 


UNKNOWN 000000221591 
71TYL 1 SNABZHENIYE VOORUZHENNYKH SIL// 

00/01/1979,¥----,NO001, 

REAR AND SUPPLY OF THE SOVIET ARMED FORCES 160 PP 

ARM/FSTC-HT-528-79 ' 


UNKNOWN 000000231303 
Z/VESTNIK PROTIVOVOZDUSHNOY OBORONY// 

00/01/1979,V¥----,NQ001, 

AIR DEFENSE HERALD 126 PP 

ITAC K 9365 ; # 


UNKNOWN 000000231130 
LIVOY .-VOYENNYY VESTNIK?/ / 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


00/01/1979,V----,NOO01, 
MILITARY HERALO 162 PP 
ITAC K-9347 ] 


UNKNOWN 000000231129 
/#TECH.-TEKHNIKA I VOORUZHENIYE?/ 

00/01/1979,V¥----,NO001, 

TECHNOLOGY AND ARMAMENT 127 PP 

ITAC K-9348 i] 


UNKNOWN 000000231156 
/#VESTNIK PROTIVOVOZDUSHNOY OBORONY / / 

00/01/1979, ¥----,N0001, 

AIR DEFENSE HERALD 126 PP 

ITAC K 9365 a 


UNKNOWN 000000231862 
/iVESTNIK PROTIVOVOZOUSHNOY OBORONY / / 

00/01/1979,¥----,NQ001, 

AIR DEFENSE HERALD 122 PP 

OUO COPYRIGHT INFO REFER OTHERS TO FSTC 

ARM/FSTC-HT-552-79 # 


UNKNOWN 000000240438 
//VESTNIK PROTIVOVOZDUSHNOY OBORONY / / 

00/01/1979, ¥----,NO001, 

AD HERALD 

ITAC K-9365 # 


UNKNOHN : 000000240554 
/IVESTNIK PROTIVOVOZDUSHNOY OBORONY /?/ 

00/01/1979, ¥----,NO001, 

AIR DEFENSE HERALO 

tUSATTAC K-9365 # 


UNKNORN 000000161516 
//TSEMENT// 

00/01/1979,V----,N0001, PP 0001-0003 

CEMENT INDUSTRY DEVELOPMENT OUTLINED 8 PP 

JPRS 73277 # 


UNKNOKN 000000157398 
//STROITEL’STVO TRUBOPROVIDOV/ / 

00/01/1979,V¥----,NO001, PP 0001-0004 

PIPELINE CONSTRUCTION PROGRESS SURVEYED 8 PP 

JPRS 73259 i] 


UNKNOWN 000000157200 
//UGOL’ UKRAINY// 

00/01/1979,¥----,NO001, PP 0001-0004 

UKRAINIAN COAL PRODUCTION GAINS NOTEO 7 PP 

0u0 

JPRS L/8370 # 


UNKNOWN 000000156941 
//GOSPODARKA PLANOWA// 

00/01/1979, ¥----,NO001, PP 0001-0006 

MAJOR TARGETS OF 1979 SOCIOECONOMIC PLAN DISCUSSED 

12 PP ‘ 

JPRS 73048 i] 


UNKNOHN 000000163903 


//TAP CHI CONG SAN// 
00/01/1979, V----,NO001, PP 0001-0009 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


LET US PERFORM THE REVOLUTIONARY TASKS OF 1979 
WELL 9 PP 
JPRS 73308 i] 


UNKNOWN 
//CHINESE SCIENCE // 
00/01/1979, ¥----,N0001, PP 0001-0010 
WAYE FILTERING METHODS OF LONG-TERM NUMERICAL 
WEATHER FORECASTING 18 PP 
FTD-1ID(RS)T-0844-793 # 


UNKNOHN 
fiVOY .-VOYENNO-MEDITSINSKIY ZHURNAL // 
00/01/1979,¥----,NO001, PP G001-0079 
MILITARY MEDICAL JOURNAL 123 PP 
ITAC K-9513 # 


UNKNOHN 
1 /GAZOVAYA PROMYSHLENNOST '// 
00/01/1979, ¥----,NO001, PP 0002-0003 
GAS INDUSTRY GOALS FOR 1979 OUTLINED 5 PP 
JPRS 73484 # 


UNKNOWN 

1 FTORFYANAYA PROMYSHLENNOST ' // 
00/01/1979,¥----,NO001, PP 0002-0004 
PLANS, PROSPECTS IN PEAT UTILIZATION FOR 
AGRICULTURE 5 PP 
JPRS 73340 i 


UNKNOWN 
/FELEC.-ELEKTRICHESKIYE STANTSII// 
00/01/1979, ¥----,NO001, PP 0002-0006 
PROGRESS, PLANS FOR ELECTRIC POWER DEVELOPMENT 
GIVEN 12 PP 
JPRS 83160 # 


UNKNOWN 
HIKULLOSA// 
00/01/1979,¥----,N0001, PP 0002-0007 
KIM IL’SONG: NEW YEAR’S MESSAGE 7 PP 
JPRS 73144 # 


UNKNOWN 
F/STANDARTY I KACHESTVO// 
00/01/1979,V¥--~-,NO001, PP 0003-0006 
TERMS OF STATE STANDARDIZATION PLAN FOR 1979 
OUTLINED 9 PP 
JPRS 73147 ] 


UNKNOWN 
7 (MATERIAL *NO-TECHNICHESKOYE SNABZHENIYE// 
00/01/1979,¥----,NO001, PP 0003-0007 
’ TASKS OF MATERIAL SUPPLY WORKERS IN 1979 
DISCUSSED 7 PP 
JPRS 72997 # 


UNKNOWN 
{ KOMMUNIST// 
00/01/1979,¥----,NO001, PP 0003-0011 
COMMUNIST IDEA-MINDEDNESS-AN ALLOY OF 
KNOWLEOGE, CONVICTIONS, AND PRACTICAL ACTION 16 PP 
JPRS 72960 # 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


000000186444 


000000178393 


000000164787 


000000161077 


000000157075 


€00000157150 


000000157162 


000000160597 


000000160578 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


UNKNOHN 000000162848 
/ NATIONALE DEMOKRAT, DER// 

00/01/1979, V¥-~--,NOQ001, PP 0004-0005 

NATIONAL DEMOCRATS DISCUSS 1979 POLITICAL, 

ECONOMIC TASKS 36 PP 

JPRS 73318 # 


UNKNOWN : 000000175754 
//GIDROTEKHNICHESKOYE STROITEL 'STVO// 

00/01/1979,¥----,N0001, PP 0004-0008 

LENINGRAD ORGANIZATIONS COLLABORATE IN BUILDING 

SAYANO SHUSHENSKAYA GES 8 PP 

Gud 

JPRS L/8607 © # 


UNKNOWN 000000157151 
/IKULLOQJA/! 

00/01/1979,¥----,NO001, PP 0008-0013 

LET US FURTHER DEEPEN THE STUDY OF THE CHUCHE 

IDEOLOGY 10 PP 

JPRS 73144 ] 


UNKNOWN 000000160579 
1 IKOMMUNIST// 

00/01/1979,¥----,NOQ001, PP 0012-0023 — 

IN THE NAME OF PEACE AND SOCIAL PROGRESS 13 PP 

JPRS 72960 # 


UNKNOWN 0000002674893 
/7ECON.-EKONOMIKA STROITEL 'STVA// 

00/01/1979, ¥----,NOOO1, PP 0017-0022 

CONFERENCE ON INCREASING CONSTRUCTION 

EFFICIENCY 9 PP 

JPRS 72893 # 


UNKNOWN 000000273706 
/1ECON.-EKONOMIKA STROITEL'STVA// 

00/01/1979, V----,NOOO1, PP 0017-0022 

CONFERENCE ON INCREASING CONSTRUCTION 

EFFICIENCY 9 PP 

JPRS 72893 4 


UNKNOWN 000000162816 
/MOTORYZACJA/ / 

00/01/1979, ¥----,NO001, PP 0018-0020 

SALES FIGURES FOR VEHICLE FUEL AND PARTS GIVEN 

7 PP 

JPRS 73315 ‘ 


UNKNOWN 000000157941 
TIVOY.-VOYENNYYE ZNANIYA// 

00/01/1979, V¥----,NOQ001, PP 0034-0035 

ACTIVITIES AT TASHKENT DOSAAF NAVAL SCHOOL 

DESCRIBED 6 PP 

JPRS 73096 # 


UNKNOWN 000000159858 
//PLANOVOYE KHOZYAYSTVO// 

00/01/1979,V¥----,NO001, PP 0038-0044 

FOURTH YEAR OF FIVE-YEAR PLAN 9 PP 

JPRS 72896 ‘ 


UNKNOWN 000000175755 
//GIQROTEKHNICHESKOYE STROITEL'STVO// 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


00/01/1979, ¥----,N0001, PP 0040-0041 

CURRENT TECHNICAL ECONOMIC SUBSTATIATION FOR 
HYDROPOWER PROJECTS 5 PP 

oud 

JPRS L/8607 i] 


UNKNOWN 000000233976 
//SVAROCHNOYE PROIZVOOSTVO// 

00/01/1979,V----,NO001, PP 0046 

SIXTIETH BIRTHDAY OF V. N. BOGDANOV 5 PP 

QUO COPYRIGHT INFO REFER OTHERS TO FTD/STINFO 

AIR/FTD-IBIRS1T-0580-80 


UNKNOWN 000000279178 
//ZHURNAL MIKROBIOLOGII, EPIDEMIOLOGII I IMMUNOLOGII// 

00/01/1979,¥----,N0001, PP 0054-0059 

NEUTRALIZING PROPERTIES AND AFFINITY OF ANTIBOOIES 

SPECIFIC TO VARIOUS AREAS OF THE DIPTHERIA TOXIN 

MOLECULE 

*I TAC L-0702 # 


UNKNOWN 000000289307 
//ZHURNAL MIKROBIOLOG!1, EPIDEMIOLOGI1 I IMMUNOLOGII// 

00/01/1979,V----,N0001, PP 0054-0059 

NEUTRALIZING PROPERTIES ANDO AFFINITY OF 

ANTIBODIES SPECIFIC TO VARIOUS AREAS OF THE 

DIPTHERIA TOXIN MOLECULE 

ITAC L-0702 i] 


UNKNOWN 000000156709 
/#SPIEGEL, DER// 

00/01/1979, ¥----,NO001, PP 0057-0060 

“DER SPIEGEL” REPORT ON ALCOHOL CONSUMPTION 

IN POLAND 7 PP 

JPRS 72863 i] 


UNKNOKN 000000164829 
{1KOMMUNIST VOORUZHENNYKH SIL// 

00/01/1979,V¥-~--,NO001, PP 005930066 

GUIDE FOR INDOCTRINATION ON FUNGT IONS OF THE 

SOVIET STATE 16 PP 

JPRS 73468 # 


UNKNOWN 000000240045 
TiVESTNIK STATISTIKI// 

00/01/1979, ¥---~,NO001, PP 0066-0069 

THE REPUBLIC OF CUBA FOR 20 YEARS 6 PP 

0U0 

JPRS L/8394 # 


UNKNOWN 000000188621 
f/°SOCIALISM”: THEORY ANO PRACTICE? / 

00/01/1979, ¥----,NOOO1, PP 0121-0126 

“THE PUGWASH MOVEMENT”: FOR A WORLO WAR WITHOUT 

WAR, 

AFIS/INCF i] 


UNKNOWN 000000196829 
Z/SOCIALISM: THEORY AND PRACTICE// 

00/01/1979,¥----,NOO01, PP 0121-0126 

THE PUGHASH MOVEMENT: FOR A WORLD WITHOUT WAR 

AF 1S/INCF 


UNKNOWN : ; ; ss 000000155997 
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APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


TTECON.-EKONOMICHESKAYA GAZETA// 
00/01/1979, ¥----,N0003, PP 0002 
GAS ASSOCIATIONS AND GAS SUPPLY 
JPRS 72821 j 


UNKNOHN 000000155996 
//ECON.-EKONOMICHESKAYA GAZETA// 

00/01/1979,¥----,NO003, PP 9002 

SURVEY OF DEVELOPMENT OF GAS INDUSTRY 5 PP 

JPRS 72921 i] 


UNKNOWN 000000159796 
/FECON.-EKONOMICHESKAYA GAZETA// 

00/01/1979, V¥~---,NO004, PP 0001-0002 

ECONOMIC REVIEW OF THE OIL INDUSTRY 9 PP 

JPRS 72902 " 


UNKNOWN 000000178748 
1/DROGA? / 

00/01/1979, V¥----,NO004, PP 0040-0045 

MOCZULSKI JOURNAL DISCUSSES INTERNAL ROPCO 

DISCORD 7 PP 

CSO: 8141/1151-79 COMPLETED SPECIAL # 


UNKNOWN 000000159783 
# ECON, -EKONOMICHESKAYA GAZETA// 

00/01/1979,¥----,NO005, PP 0001-0002 

ECONOMIC REVIEW OF THE COAL INDUSTRY 93 PP 

JPRS 72902 i] 


UNKNOWN 000000156923 
/FECON,-EKONOMICHESKAYA GAZETA/ 

00/01/1979,V----,NOQ005, PP 0022 

PRINCIPLES OF NATIONWIDE UNIFIED QUALITY CONTROL 

SYSTEM OUTLINED 8 PP 

JPRS 73024 # 


UNKNOWN 000000240626 
/#VESTNIK PROTIVOVOZDUSHNOY OBORONY/ / 

00/01/1979, V¥----,NOO06, 

AIR DEFENSE HERALD 136 PP 

ITAC K-9651 s 


UNKNOWN 000000156591 
HfHITOs/ 

00/01/1979,¥----,N0006, PP 0036-0045 

ROUNDTABLE: NEW MEN OF INFLUENCE FOR THE 1980'S 

CSO: 8129/0857-79 COMPLETED SPECIAL ] 


UNKNOWN . 000000168280 
{/AFRIQUE DEFENSE // 

00/01/1979,¥----,NO011, 

AFRICAN DEFENSE 93 PP 

DIA LN 192-79 4 


UNKNOWN 000000237152 
/ NOTED’ INFORMATION// 

00/01/1979, ¥---- ,N0024, 

THE ORGANISATION OF NUCLEAR SAFETY IN FRANCE 

RISLEY 4291 ‘ 


UNKNOWN 000000154765 


/7KITA CHOSEN KENKYU// 
00/01/1979, V----,NO055, PP 0024-0029 
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LOCAL MEETINGS SUPPORTING 17TH PLENUM REVEAL 
ECONOMIC GOALS 7 PP 
JPRS 72974 


UNKNOWN 000000248453 
{/BUL .-BULLETIN D' INFORMATION CHEXO// 

00/01/1979, V----,NQ121, 

FRENCH PACIFIC AQUACULTURE PRODUCTION UP IN 1978 

NMFS 


UNKNOWN 000000289339 
//BUL .-BULLETIN D' INFORMATION CNEXO// 

00/01/1979, ¥----,NO121, 

FRENCH COUNCIL'S OF MINISTERS DECISIONS 

PROMOTING OCEAN EXPLORATION 

NOAA/NMFS 


UNKNOWN 000000203653 
/7ELEC .~ELEKTROKHIMIYA// 

00/01/1979,¥0015,N0001, PP 0003-0159 

SOVIET ELECTROCHEMISTRY 136 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER TO COVER 


UNKNOWN 000000179295 
HHIZWESTIYA VUZ FIZIKAS/ 

00/01/1979, ¥0022,N0001, PP 0001-0112 

SOVIET PHYSICS JOURNAL 111 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER TO COVER 


UNKNOWN 000000202385 
//RADIOTEKHNIKA I ELEKTRONIKA// 

00/01/1979, ¥0024 ,NO001, PP 0001-0201 

RADIO ENGINEERING AND ELECTRONIC PHYSICS 153 PP 

AVAIL LY SERIALS 

SCRIPTA PUBLISHING CO 


UNKNOWN 000000159839 
/ ENERGIE TECHNIK // 

00/01/1979, ¥0029,N0001, PP 0001-0003 

CONFERENCE OUTLINES FUTURE ENERGY MANAGEMENT 

GOALS 6& PP 

JPRS 73177 


UNKNOWN 000000185301 
//YADERNAYA FIZIKA// 


00/01/1979,¥0029,N0001, PP 0003-0287 

SOVIET JOURNAL OF NUCLEAR PHYSICS 34 PP 
AVAIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER T0 COVER 


UNKNOWN 000000178585 
//AVTOMATIKA I TELEMEKHANIKA// 

00/01/1979, ¥0040,N0001, PP 0005-0089 

PART 1 

AUTOMATION ANO REMOTE CONTROL 5-76 PP 

C8 COVER TO COVER 


UNKNOWN 0000001 76500 
J ANTOMATIKA I TELEMEKHANIKA/ / 

00/01/1979, ¥0040,N0001, PP 0098-0187 

AUTOMATION AND REMOTE CONTROL PART 2, 75 PP 

AVAIL LY SERIALS 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


CONSULTANTS BUREAU COVER TO COVER _ r 


UNKNOWN 000000309291 
/7NIHON.-NIPPON SUISAN GAKKAISHI// 

00/01/1979,¥0045,N0001, PP 0001-0134 

BULLETIN OF THE JAPANESE SOCIETY OF SCIENTIFIC 

FISHERIES 

NOAA/ NMFS # 


UNKNOWN 000000180983 
HIOPTIKA I SPEKTROSKOPIYA// 

00/01/1979, ¥0046,N0001, PP 0003-0206 

OPTICS AND SPECTROSCOPY 1-116 PP 

AVAIL LY SERIALS 

OPTICAL SOCIETY OF AMERICA COVER TO COVER " 


UNKNOWN 000000191279 
/#ZHURNAL TEKHNICHESKOI FIZIKI// 

00/01/1979, ¥0049,N0001, PP 0001-0224 

SOVIET PHYSICS TECHNICAL PHYSICS 133 PP 

AVAIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER f 


UNKNOWN 000000187604 
//ZHURNAL EKSPERIMENTAL NOI I TEORETICHESKOI FIZI KI// 

00/01/1979,¥0049,N0001, PP 0003-0383 

SOVIET PHYSICS JETP 91 PP 

AVIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER é 


UNKNOWN 000000180986 
//ZHURNAL PRIKLADNOI KHIMII// 3 

00/01/1979, ¥0052,N0001, PP 0003-0120 

JOURNAL OF APPLIED CHEMISTRY OF THE USSR 1-104 PP 

CONSULTANTS BUREAU COVER TO COVER i] 


UNKNOWN 000000180985 
/#ZHURNAL PRIKLADNOI KHIMII// 

00/01/1979, ¥0052,N0001, PP 0121-0246 

PART 2 

JOURNAL OF APPLIED CHEMISTRY OF THE USSR 

105-218 PP 

CONSULTANTS BUREAU COVER TO COVER # 


UNKNOWN 000000225894 
//BUL.-BYULLETEN EKSPERIMENTAL’NOI BIOLOGII I MED ITSINY// 

00/01/1979, ¥O087,NOC01, PP 0003-0053 

BULLETIN OF EXPERIMENTAL BIOLOGY AND MEDICINE 6& P 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER 10 COVER 4 


UNKNOWN ; 000000311628 
/fUSPEKHI FIZICHESKIKH NAUK// 

00/01/1979,¥0127,N0001, PP 0051-0177 

SOVIET PHYSICS-USPEKHI 62 PP 

AVAIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER # 


UNKNOWN 000000185280 
7/DOKLADY AKADEMIYA NAUK SSSR/7 
00/01/1979,¥0244,N----, PP 0312 


SOVIET PHYSICS - DOKLAOY 12 PP 
AVAIL LY SERIALS 
AMERICAN INSTITUT OF PHYSICS COVER TO COVER i 
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UNKNOWN 000000168281 
7/CIBLE?/? 

01/01/1979, V----,N----, 

NATION-ARMY: SENEGALESE ARMED FORCES REVIEW 

DIA LN 126-79 # 


UNKNOWN 000000233986 
/fTECH,.-TECHNISCHE VORSCHRIFTEN FUER DIE LAGERUNG VON MUNITION// 

01/01/1979,V¥----,N----, 

TECHNICAL REGULATIONS FOR THE STORAGE OF MUNITION 

OUO COPYRIGHT INFO REFER OTHERS TO ITAC 


I TAC L-0090 a 

UNKNOWN 000000245017 
//TECH.-TECHNISCHE YORSCHRIFTEN FUR DIE LAGERUNG Y¥ ON MUNITION {TLM SEVENTY-FIVE)// 

01/01/1979,V----,N----, 


TECHNICAL REGULATIONS FOR THE STORAGE OF MUNITIONS 
(TLM 75) PART 2: FUNDAMENTALS FOR APPRAISING THE 
SAFETY OF MUNITIONS FACILITIES 146 PP 


ITAC L-0090 # 

UNKNOWN 000000176426 
/1ZBRYA VOSTOKA// 

01/01/1979,V¥----,N----, PP 0001 

GEORGIAN CC LETTER ON FEED PRODUCTION 

JPRS 73942 4 

UNKNOHN 000000288836 
//MOBILE BUILDINGS. SANITARY-ENGINEERING EQUIPMENT. GENERAL SPECIFICATIONS// 

01/01/1979,V¥----,N----, PP 0001-0007 


GOST 23345-78 

MOBILE BUILDINGS, SANITARY-ENGINEERING 

EQUIPMENT. GENERAL SPECIFICATIONS 15 PP 

OUO COPYRIGHT INFO REFER OTHERS TO FTO/STINFO 
AIR/FTD_ID(RS) T-1004-81 # 


UNKNOWN 000000159818 
//JTEFANG RIBAO// 

01/01/1979,V----,N----, PP 0002 

SHIFT TO SOCIALIST CONSTRUCTION, 

MODERNIZATION BEGUN 6 PP 

JPRS 73179 # 


UNKNOHN 000000161128 
//ZHONGGUO GINGNIAN BAO// 

01/01/1979,V¥----,N----, PP 0002 

1978 CAPITAL CONSTRUCTION PROJECTS DETAILED 7 PP 

JPRS 73360 # 


UNKNOWN 0000001 76427 
/IZARYA VOSTOKA// 

01/01/1979,V----,N----, PP 0002 

RESOLUTION ON SIX-MONTH INSPECTION OF 

PRODUCTION RESERVE USE 

JPRS 73942 # 


UNKNOWN 000000264210 
1/7 AL-WATAN/ / 

01/01/1979, ¥----,N----, PP 0003 

RESURGENCE OF WOMEN. WOMEN'S FEDERATIONS 

DESCRIBED 6 PP 

JPRS 72991 # 


UNKNOWN z 000000223828 
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7 RABOTNICHESKO DELO/? 
01/01/1979, V¥----,N----, PP 0006 
PARTY DAILY INTERVIEWS SOCIALIST FOREIGN MINISTERS 


B PP 

FBIS-EEU-79-4, 5 JAN 1979, VOL 2 NO 4 # 

UNKNOHN 000000206829 
+ sMOUDJAHID/ / 

01/01/1979,V----,N----, PP 0007 

MAIN LINES OF 1970 BUDGET REPORTED 7 PP 

JPRS 72781 # 

UNKNOKN 000000209784 
/7AL-NAHAR AL-*ARABI WA AL-OUWALT// 

01/01/1979,V----,N----, PP 0007 


JOSEPH LAGU ON OPPOSITION IN SOUTH, INTER-AFRICAN 
AFFAIRS 6 PP 
JPRS 72987 # 


UNKNOWN 000000160663 
1 /AIRTSHAF TSWOCHE / / 

01/01/1979,V----,N----, PP 0024-0025 

FRG ECONOMISTS OPTIMISTIC ABOUT 1979 & PP 

JPRS 72971 # 


UNKNOWN 000000183708 
//SPIEGEL// 

01/01/1979,V¥----,N----, PP 0040-0045 

SIGNIFICANCE OF EUROPEAN PARLIAMENT ELECTIONS 

SCRUTINIZED 10 PP 

JPRS. 72751 ‘ 


UNKNOWN 000000157816 
//RED FLAG// 

01/01/1979, ¥----,NO001, PP 0004-0021 

COMMUNIQUE OF THE THIRD PLENARY SESSION OF THE 

11TH CENTRAL COMMITTEE OF THE COMMUNIST PARTY OF 

CHINA (ADOPTED ON 22 DECEMBER 19781 12 PP 

JPRS 73074 # 


UNKNOWN 000000157817 
/fRED FLAG// 

01/01/1979, ¥----,NO001, PP 0022-0026 

LET THE WHOLE PARTY AND THE WHOLE NATION UNITE 

WHITH ONE HEART, ACT IN CONCERT AND STRIVE TO 

REALIZE SOCIALIST REVOLUTION 7 PP 

JPRS 73074 # 


UNKNOWN . 000000157802 
//RED FLAG/? 

01/01/1979,¥----,N0001, PP 0089-0094 

HEKOU COMMUNE IN DAWU COUNTY, HUBEI PROVINCE, 

CONSCIENTIOUSLY STRAIGHTENS OUT THE WORKING 

STYLE OF CADRES 11 PP 

JPRS 73074 s 


UNKNOWN 000000157522 
//QIMENG// 

01/01/1979,V¥----,NO003, PP 0011-0027 

ON HUMAN RIGHTS 18 PP 

JPRS 73215 # 


UNKNOWN 000000210026 
{AFGHANISTAN'S LAND REFORM DECREE // 
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02/01/1979,V----,N----, 
AFGHANISTAN'S LAND REFORM DECREE 12 PP 
DEPT OF STATE AIRGRAM A-02 i] 


UNKNOWN 000000208520 
/ICOMERCIO// 

02/01/1979,¥----,N--~-, PP 0002 

PRESIDENT BANTERS WITH AMBASSADORS ON SALIENT 


ISSUES 8 PP 

JPRS 75105 i] 

UNKNOHN 000000153198 
‘ESTADO DE SAO PAULO, O// 

02/01/1979,¥----,N----, PP 0006 


BRIZOLA REUTRN SUPPORTED, BRIZOLA’S RETURN 
DEPENDS ON PETITION 2 PP 
JPRS 72714 # 


UNKNOWN 000000153195 
//ESTADO DE SAO PAULO, Of! 

02/01/1979,V----,N----, PP 0006 

BRIZOLA RETURN SUPPORTED, GOMES ADVOCATES AMNESTY 

2 PP 

JPRS 72714 # 


UNKNOWN 000000178156 
/FQUNZHONG CANKAO XIAOXI BAO// 

02/01/1979,¥----,NO002, PP 0006 

HOME NEWS IN BRIEF 1 PP 

JPRS 73987 é 


UNKNOWN 000000155414 
//PLANUNGSBEGRIFFDARTELLUNGSMI TTEL FEUERWERKSKORP ER GELANDEKAMPFSTOFF CHEM/ / 

03/01/1979, V----,N----, 

PLANNING TERM: SIMULANT, PYROTESHNIC COMPOSITION 

TERRAIN CHEM 

tITAC K-9396 # 


UNKNOWN 0000001 78396 
//PLANUNGSBEGRIFF DARSTELLUNGSMITTEL FEUERWERKSKO RPER, GELANDEKAMPFSTOFF CHEM// 

03/01/1979,V¥----,N----, 

PLANNING TERM: SIMULANT, PYROTECHNIC COMPOSITION, 

TERRAIN CHEMICAL WAREFARE AGENT FILE NO 72-25-30 

30 PP 

ITAC K-9386 I 


UNKNOWN 000000223807 
/1ASH-SHARQ AL-AHWSAT// 

03/01/1979,¥----,N----, PP 0001 

ALSO P 2 

BUTRUS GHALI SAYS PEACE NEGOTIATIONS NOT 

DEADLOCKED 3 PP 

FBIS-MEA-79-3, VOL 5, NO 3, 4 JAN 79 # 


UNKNOWN 000000160607 
AETTELA’ATS/ 

03/01/1979, V----,N----, PP 0002 

VARIOUS HIGH-LEVEL PRISONERS FROM OLD REGIME 

INTERVIEWED 7 PP 

JPRS 72991 # 


UNKNOWN 000000157103 


LINEJALS 
03/01/1979, V----,.N----, PP 0003-0004 
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ALSO PP 6, B 

EXPERTS EVALUATE CUBA 20 YEARS AFTER REVOLUTION 

11 PP 

JPRS 72852 é 


UNKNOWN 

/ESTADO DE SAO PAULO, O// 
03/01/1979,V¥----,N----, PP 0012 
BRIZOLA RETURN SUPPORTED, BRIZOLA ASKS ‘HABEAS 
CORPUS’ 1 PP 
JPRS 72714 " 


UNKNOWN 

fi AL-WATAN AL-'ATABI// ‘ 
03/01/1979,V----,N----, PP 0034-0035 
POWER STRUGGLE REPORTED BREWING IN ALGERIA 7 PP 
oud 
JPRS L/8907 i] 


UNKNOWN 
7/AL-HATAN AL-’ ARABI // 
03/01/1979, ¥----,N----, PP 0034-0035 
POWER STRUGGLE REPORTED BREWING IN ALGERIA 7 PP 
gud 
JPRS L/8907 é 


UNKNOWN 
H/USINE NOUVELLE / / 
03/01/1979,¥----,N----, PP 0036-0039 
MOMORY OUTLINES ECONOMIC REFORM MEASURES 9 PP 
JPRS 75113 # 


UNKNOWN 
FITEMPOs? 
03/01/1979, V¥----,N----, PP 0049-0050 
ECONOMY WILL REMAIN OIL DEPENDENT DURING THIRD 
FIVE-YEAR PLAN 7 PP 
JPRS 73095 ] 


UNKNOWN 
//ESTADO DE SAQ PAULO, O/7 
04/01/1979, ¥----,N----, PP 0022 
BRIZOLA RETURN SUPPORTED, BRIZOLA PETITION NOT 
RECEIVED 2 PP 


JPRS 72714 # 
UNKNOKN 

/fESTADO 00 SAO PAULO// 
04/01/1979,V----,N----, PP 0033 


PRESS COVERAGE OF RECENT OIL-RELATED 
DEVELOPMENTS 20 PP 


JPRS 72765 # 
UNKNOHN 
/1JTEFANG RIBAO// 
05/01/1979,¥----,N----, PP 000% 
ALSO P 3 


SHANGHAI SEEKS SOLUTION TO INTELLECTUAL YOUTH 
PROBLEMS 5 PP : 
JPRS 72932 # 


UNKNOWN 
/INHAN DAN// 
05/01/1979, V----,N----, PP 0001 
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000000153196 


000000207013 


000000213647 


000000208537 


000000157931 


000000153197 


000000206775 


000000157733 


000000161246 
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STEPPED UP PRODUCTION OF CONSUMER GOODS URGED 


3 PP 

JPRS 72918 # 

UNKNOWN 000000206869 
//RABOTNICHESKO DELO// 

05/01/1979,¥----,N----, PP 0001 


CONFERENCE ASSESSED: EDITORIAL: THE INVINCIBLE 
FORCE OF COMMUNIST IDEAS 6 PP 
JPRS 72834 # 


UNKNOWN 000000149543 
7 /GRANMA// 

05/01/1979, V----,N----, PP 0003 

FOREIGN POLICY OBJECTIVES IN AFRICA REFLECTED IN 

PRESS, ANGOLAN DELEGATION DEPARTS 1 PP 


JPRS 72750 # 

UNKNOWN 000000160639 
//JTEFANG RIBAI// 

05/01/1979,¥----,N---~, PP 0003 


LIN BIAO’S TOTAL SEIZURE OF POWER TACTIC 
CRITICIZED 9 PP. 
JPRS 72981 i] 


UNKNOWN 000000145951 
+ /PRAVDA/ / 

05/01/1979,V----,N----, PP 0004 

EDITORIAL ARTICLE HAILS CEMA GROWTH, INFLUENCE 

AFTER 30 YEARS, 7 PAGES 

FBIS-SOV-79-8, VOL III, NO. 8, 11 JAN 1979 i] 


UNKNOWN 000000149542 
//BOHEMIA/ / 

05/01/1979, V----,N----, PP 0004-0007 

FOREIGN POLICY OBJECTIVES IN AFRICA REFLECTED IN 

PRESS, CUBAN-TANZANIAN COOPERATION 6 PP 

JPRS 72750 # 


UNKNOWN 000000151812 
/iOIA, EL// 

05/01/1979,¥----,N----, PP 0006-0007 

JLP SPEAKS TO PRESS ON STATE OF THE NATION 16 PP 

JPRS 72737 # 


UNKNOWN 000000151635 


//#MONDO, IL// 
05/01/1979, ¥---~-,N----, PP 0008-0011 


PARLIAMENTARIANS PREDICT GOVERNMENT CRISIS WITHIN 
2 MONTHS 6 PP 

FOU0 

JPRS L/8250 i] 


UNKNOWN 000000153139 
/fESTADO DE SAO PAULO, 0// 

05/01/1979,V----,N----, PP 0012 

BRIZOLA RETURN SUPPORTED, BRIZOLA PREFERS TO WAIT 

2 PP 

JPRS 72714 # 


UNKNOWN 000000207049 
TIDIARIO DE NOTICIAS// 

05/01/1979,V----,N----, PP 0029-0030 

POLITICIANS DISCUSS EFFECTS OF CONSERVATIVE 
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VICTORY AT POLLS 17 PP 
JPRS 75065 f 


UNKNOWN 
//1WE-TAGSOIENST// 
05/01/1979, ¥----,NOGO3, PP G003 
GDR RELIGIOUS JOURNALS CRITICIZE WEST GERMAN 
CHURCHES 7 PP 
JPRS 72802 # 


UNKNOWN 
1 /RIZOSPASTIS// 
06/01/1979, V¥----,N----, PP 0001 
ALSO P 15 
PAJETTA EXPOUNOS ON PCI STANCES ON EUROPE, WORLD 
3 PP 
JPRS 72713 # 


UNKNOWN 
/ /DEMOCRATIE// 
06/01/1979,V¥----,N----, PP 0001 
GOVERNMENT'S ATTEMPTS TO SUPPRESS FREEDOM OF 
PRESS CONDEMNED 5 PP 


JPRS 72819 & 
UNKNOWN 

HIRIZOSPASTIS// 
06/01/1979,V----,N----, PP 0003 
KKE RESOLUTION PONDERS VARIED TOPICS 
JPRS 72772 # 
UNKNOHN 

JIKIRIAKATIKI ELEVTHEROTIPIA// 
06/01/1979,V¥----,N----, PP 0014 
ATHENS PAPER INTERVIEWS LEADERS ON DEVELOPMENT 
5 PP 
FBIS-WEU-79-7, VOL 7 NO 7, 10 JAN 79 # 
UNKNOWN 


H/OITARIO DE NOTICIAS// 
06/01/1979,V----,N----, PP 0025-0026 
LABOR FEDERATIONS, DIP PROPOSE SOLUTIONS 10 
UNEMPLOYMENT 93 PP 
JPRS 72857 : i] 


UNKNOWN 
{/JSTEFANG RIBAO// 
07/01/1979, ¥----,N----, PP 0001 
WORK FOCUS SHIFT REQUIRES FURTHER MENTAL 
EMANCIPATION 5 PP 
JPRS 73360 # 


UNKNOWN 
/7AL-SAFIR// 
07/01/1979,V¥----,N----, PP 0003 
COMMUNIST PARTY MEMBER GEORGE HAWI CALLS FOR 
DOWNFALL OF PRESIDENT SARKIS 4 PP 


JPRS 72848 é 
UNKNOWN 

/IFOLHA DE SAO PAULO// 
07/01/1979,V¥----,N----, PP 0005-0006 
ACTIVITIES AND VIEWS OF MILITARY DISSIDENTS 
VIEWED 7 PP 
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000000160545 


000000153211 


000000156001 


000000206770 


000000223833 


000000156715 


000000161124 


000000161265 


000000156795 
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JPRS 72888 OS # 


UNKNOWN 
‘ESTADO DE SAQ PAULO, O// 
07/01/1979,¥----,N--~-, PP 0009 
SOLUTIONS FOR NUCLEAR WASTE HANDLING DISCUSSED 
7 PP 
JPRS 72820 # 


UNKNOWN 
HAVERDE OLIVO// 
07/01/1979,V----,N----,- PP 0026-0029 
PRC WOULD AID AGAINST SOVIET, CUBAN AGGRESSION; 
FAR HIGHLIGHTS OF 1978 & PP 
JPRS 73181 # 


UNKNOWN 
/1GLOBO/ / 
07/01/1979,V----,N----, PP 0030 
SUCCESSES OF NATIONAL POLICIES REPORTED 9 PP 
JPRS 72765 4 


UNKNOWN 

7 IPRENSA, LA// 

08/01/1979,¥----,N----, PP 0004 

CONSTITUENT ASSEMBLY PROCEEDS DESPITE STATE OF 
EMERGENCY 5 PP 

JPRS 72750 # 


UNKNOWN 
HIMILLIYET/ / 
08/01/1979, ¥----,N----, PP 0009 
LARGE INCREASE NOTED IN KIT LOSSES DURING 1978 
6 PP 
JPRS 72857 P 


UNKNOWN 

//AL-NAHAR AL-’ARABI WAL-DUWALI// 
08/01/1979,¥----,N----, PP 0015 
BIG POWER POLICY VIS-A-VIS ARAB GULF STATES 
-DETAILED 7 PP 
JPRS 72940 # 


UNKNOWN 
/#SPIEGEL, OER// 
08/01/1979,V----,N----, PP 0019-0020 
CHANCELLOR SCHMIDT FACES INTERNAL PROBLEMS, 
LDC CHALLENGES 6 PP 
JPRS 72810 s 


UNKNOWN 
/#SPIEGEL// 
08/01/1979,V----,N----, PP 0138-0146 
RESOURCES, DEGRADATION OF WORLD'S OCEANS 
CONSIDERED 12 PP 
JPRS 72838 # 


UNKNOKN 

//MEDJUNARODNI UGOVORI// 
08/01/1979, V----,NO001, PP 0033-0048 
PROTOCOL OF THIRO MEETING OF PERMANENT 
SUBCOMMITTEE FOR SCIENTIFIC-TECHNICAL COOPERATION 
OF YUGOSLAV-SOVIET COMMITTEE FOR ECONOMIC, 
SCIENTIFIC-TECHNICAL COOPERATION 32 PP 
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000000156018 


000000156737 


000000206759 


000000149544 


000000156716 


000000157708 


000000155954 


000000206852 


000000165666 
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JPRS 73579 ¥ 


UNKNOWN 000000165365 
/#MEDJUNARODNI UGOVORI // 

08/01/1979, V----,NO001, PP 0096-0105 

PROTOCOL OF SFRY-SR¥ COOPERATION MEETING {2 PP 

JPRS 73548 # 


UNKNOWN 000000165637 
/ /MEDJUNAROON] UGOVORI// 

08/01/1979, ¥----,N0001, PP 0096-0105 

PROTOCOL OF SFRY-SRV COOPERATION MEETING 12 PP 

JPRS 73576 ‘ 


UNKNOWN 000000178154 
//QUNZHONG CANKAO XIAOXI BAO// 

08/01/1979, ¥----,N0002, PP 0003-0004 

EDITORIAL MESSAGE TO AUTHORS OF DEMOCRACY WALL 

POSTERS 4 PP 

JPRS 73987 ‘ 


UNKNOKN : 000000183709 
/1SPIEGEL/ / 

08/01/1979, ¥0033,NO0002, PP 0075-0077 

SEVERE WEATHER CONDITIONS SEEN AS STRAIN ON 

ENERGY RESERVES 5 PP 

JPRS 72752 ‘ 


UNKNOWN 000000157989 
//KOMPAS// 

09/01/1979,¥----,N----, PP 0001 

ALSO P 12 

PRESIDENT PRESENTS DRAFT BUDGET TO PARLIAMENT & PP 

JPRS 73095 # 


UNKNOWN 000000157990 
1 tKOMPAS/ / 

09/01/1979,¥----,N----, PP 0001 

ALSO P 9 

PRESIDENT OUTLINES TARGETS FOR THIRO FIVE-YEAR 

DEVELOPMENT PLAN 6& PP 

JPRS 73095 # 


UNKNOWN 000000223832 
7 #MONDE// 

09/01/1979, V----,N----, PP 0001 

ALSO P 22 

LE MONDE INTERVIEWS ANDREOTTI ON EEC TOPICS 4 PP 

FBIS-WEU-79-7, VOL 7 NO 7, 10 JAN 79 4 


UNKNOWN 000000151835 
//ESTADO DE SAO PAULO, O// 

09/01/1979,¥----,N----, PP 0003 

REPORTAGE ON TRADE ACCORDS, RELATIONS WITH NIGERIA 

AFRICAN RELATIONS EXAMINED 2 PP 


JPRS 72737 a 

UNKNOWN 000000160553 
//HUMANITE, L'// 

09/01/1979,¥----,N--~-, PP 0003 


ANALYSIS OF PSF POLICY PROPOSALS SUBMITTED FOR 
METZ CONGRESS 7 PP 
FBIS 72800 # 
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UNKNOWN — 000000151833 
J/ESTADO DE SAD PAULO, O// 
09/01/1979,¥----,N----, PP 0007 


REPORTAGE ON TRADE ACCORDS, RELATIONS WITH NIGERIA 
NIGERIAN SUPPORT REGUEST 2 PP 
JPRS 72737 # 


UNKNOWN 000000187538 
’  FENTKKAN KOGYO SHIMBUN? / 

09/01/1979, V¥----,N----, PP 0008 

KANSAI ELECTRIC POWER SURVEY ON PROSPECTS TO YEAR 

2000 11 PP 

Oud 

JPRS L/8324 # 


UNKNOWN 000000209655 
/7LIBRE BELGIQUE// 

09/01/1979,¥----,N----, PP 0009-0010 

INTERVIEW WITH ALEXANDRE LAMFALUSSY 16 PP 

CSO: 8119/0671-79 COMPLETED SPECIAL # 


UNKNOWN 000000156827 
//BUL.-BULETINUL OF ICIAL// 

09/01/1979, ¥----,NO004, PP 0001-0007 

PART | 

ORGANIZATION OF MINISTRY OF MACHINE BUILDING 

INDUSTRY CHANGED 14 PP 

JPRS 72849 # 


UNKNOWN 000000190265 
/TIWE-TAGESDIENST/ / 

09/01/1979, V----,NQ005, PP 0002-0003 

"YOUNG PIONEERS’ CONTRIBUTIONS TO COMMUNIST 

EDUCATION DISCUSSED 9 PP 


JPRS 72802 # 

UNKNOWN 000000157457 
//BETJING RIBAO// 

10/01/1979,V----,N----, PP 0003 

BEIJING THIGHTENS SOCIALIST LEGAL SYSTEM 7 PP 

JPRS 73245 i] 

UNKNOWN 000000210742 
/JIDIARIO OF CENTRO AMERICA// 

10/01/1979,¥----,N----, PP 0003-0004 


OFFICIAL VERSION OF STATE OF ECONOMY 
PUBLISHED 8 PP 
JPRS 75150 # 


UNKNOHN 000000156970 
/1HELSINGIN SANOMAT// 

10/01/1979,V¥----,N----, PP 0009 

GOVERNMENT, UNIONS, FIRMS AGREE ON WAGE PACT 6 PP 

JPRS 72824 ] 


UNKNOWN 900000151844 
TILATINA/ 

41/01/1979, V----,N----, 

REPORTAGE ON TRADE ACCOROS, RELATIONS WITH NIGERIA 

BRAZILIAN FOREGIN MINISTRY STATEMENT 2 PP 

JPRS . 72737 # 


UNKNOWN , 000000160634 
L/NARQONA ARN] JA// 
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11/01/1979, V----,N----, PP 0001-0029 

SUPPLEMENT 

ACTION PROGRAM OF LCY ORGANIZATION IN MILITARY 
SERVICES 29 PP 

JPRS 72965 # 


UNKNOWN 000000160563 
17 GRANMA/ / 

11/01/4979,V¥----,N----, PP 0003 

PRESS ACCOUNTS OF INTERNAL ECONOMIC DEVELOPMENTS 

9 PP ‘ 

JPRS 72798 # 


UNKNOHN 000000206823 
//CORREIO BRAZILIENSE// 

11/01/1979,V--~-,N----, PP 0005 

AZEREDO ON. RELATIONS WITH U.S., FUTURE FOREIGN 


POLICY 8 PP 

JPRS 72777 # 

UNKNOWN 000000151845 
‘fESTADO DE SAO PAULO, O// 

11/01/1979,V----,N----, PP 0008 


REPORTAGE ON TRADE ACCORDS, RELATIONS WITH NIGERIA 
SIX TRADE ACCORDS SIGNED 2 PP 
JPRS 72737 # 


UNKNOWN 000000154799 
//DAGENS NYHETER/ / 

11/01/1979,V----,N----, PP 0008 

LIBERAL PARTY GOVERNMENT SUBMITS ELECTION YEAR 

BUDGET 10 PP 

JPRS 73001 # 


UNKNOWN 000000154778 
‘7 JORNAL NOVO// 

11/01/1979,V----,N----, PP 0009 

BUSINESS ORGANIZATIONS HOLD CONGRESS, CALL 

FOR UNITY & PP 

JPRS 73017 i 


UNKNOWN 000000160669 
/7AL THAWRAH SUPPLEMENT? / 

11/01/1979,¥----,N--~-, PP 0010-0014 

DEVELOPMENT REVIEWED IN AL-BASRAH GOVERNORATE 6 PP 

JPRS 72973 s 


UNKNOWN 000900206933 
f/TEH-TAGEOIENST// 

11/01/1979, V----,NO007, PP 0002 

SED URGES INTENSIFIED MASS POLITICAL PROPAGANDA 

10 PP 

JPRS 72907 i] 


UNKNOWN 000000208496 
/ IMERCURIO/ / 

12/01/1979,V----,N----, 

PP A1-A16 

ODEPLAN DIRECTOR DISCUSSES ECONOMIC GROWTH, 

SOCIAL COST 8 PP 

JPRS 75086 s 


UNKNOWN 000000156816 
{1 TRUO// 
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12/01/1979,¥----,N----, PP 0001 

ALSO P 3 

TRADE UNIONS URGED TO INCREASE PRODUCTION, 
IMPROVE DISCIPLINE 15 PP 


JPRS 72850 # 

UNKNOWN 000000149545 
//COMERCIO, EL/? 

12/01/1979,V---~,N----, PP 0008 


BANKING LAW INSTITUTE HOLDS ROUNOTABLE ON 
CONSTITUTION 7 PP 
JPRS 72750 # 


UNKNOWN 000060156789 
J IBOHEMIAS/ 

12/01/1979,V----,N----, PP 0016-0023 

PRICE POLICY EVALUATION: A LOOK INTO THE PAST 8 PP 

JPRS 72888 # 


UNKNOWN 000000159804 
/fPAIS, EL// 

12/01/1979,V----,N----, PP 0029 

GOVERNMENT ANNOUNCES 161 BILLION PESETA DEFIC!T 

IN 1978 9 PP 

JPRS 72899 i) 


UNKNOWN 000000208585 
/IMERCURIO/ / 

13/01/1979,V----,N----, 

PP 0006-0007 

TIE BETWEEN CHURCH, MARXIST SOCIAL SCIENCE 

GROUPS REPORTED 9 PP 


JPRS 75133 # 

UNKNOWN 000000161239 
//GUANGMING RIBAO// 

13/01/1979,V----,N----, PP 0001 


VOLATILE OIL OF VITEX DEVELOPED TO TREAT 
CHRONIC BRONCHITIS 2 PP 


JPRS 73272 # 

UNKNOWN 000000168710 
//GUANGMING DAILY// 

13/01/1979,V----,N----, PP 0004 


GUANGMING DAILY DISCUSSES DEMOCRACY IN ECONOMIC 
AFFAIRS 3 PP 


FBIS-CHI-79-15, VOL I NO 15, 22 JAN 1979 # 

UNKNOWN 000000154930 
1 /AL-MUSTAGBAL // 

13/01/1979,¥----,N----, PP 0040-0042 


GROWING PATTERN OF DEALINGS AMONG THIRD WORLD 
COUNTRIES REVIEWED 6 PP 
JPRS 72065 # 


UNKNOHN 600000163028 
//MUNDO OBRERO/ / 

14/01/1979, ¥----,N----, PP 0005-0007 

TEXT OF CARILLO SPEECH 10 PCE CENTRAL COMMITTEE 

10 PP 

FBIS-WEU-79-19 26 JAN 1979 VOL ? NO 19 # 


UNKNOWN 000000156016 
LT AL-NIDA' // 
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14/01/1979,¥----,N----, PP 0007 
SUDAN COMMUNIST PARTY DECLARATION REISSUED 5 PP 
JPRS 72049 ] 


UNKNOWN 
HICAMBIO// 
14/01/1979,¥----,N----, PP 0014 
ALSO PP 18 
PSOE LEADERS INTERVIEWED ON ECONOMIC, POLITICAL 
TOPICS 14 PP 


0U0 
ANNEX NO 003 
FBIS-WEU-79-18, VOL 7 NO 18, 25 JAN 1979 # 
UNKNOWN 
f/CAMBIO SIXTEEN// 
14/01/1979,V----,N----, PP 0034-0035 


GOVERNMENT PRESENTS 13 PERCENT ECONOMIC 

SOLUTION & PP 

QU0 

JPRS L/8274 é 


UNKNOWN 
//SPIEGEL// 
14/01/1979,V----,N----, PP 0037-0046 
COMMUNIST ATTEMPTS, SUCCESSES AT INFILTRATING 
TRADE UNIONS 7 PP 
JPRS 75072 # 


UNKNOWN 
//CAMBIO SIXTEEN// 
14/01/1979,V----,N----, PP 0042 
ALSO PP 43,45,46 
SOCIAL IMPLICATIONS OF LACKLUSTER ECONOMY 
STUDIED 7 PP 
oud 
JPRS L/8274 4 


UNKNOWN 
//JENGJT GUANLI// 
15/01/1979, V¥----- ,NOOO1, PP 0033 
MARKETING OF LIGHT INOUSTRIAL PRODUCTS DISCUSSED 
3 PP 
JPRS 73965 # 


UNKNOWN 
/ 7 AL-SAHAF AH/ / 

15/01/1979, ¥----,N----, PP 0003 

HOUSING SECTOR SAID FACING SHORTAGES, HIGH PRICES 

5 pp 

JPRS 73059 ' 


UNKNOWN 
//AL-’USBU' AL-SIYASI// 
15/01/1979,V----,N----, PP 0004-0005 
AL-QADHOHAFI REVIEWS REVOLUTIONARY ECONOMIC 
PHILOSOPHY 7 PP 
JPRS 73059 i] 


UNKNOWN 
L/CARETAS/ / 
15/01/1979, ¥----,N----, PP 0005-0009 
ALSO PP 13, 58-59 
"CARETAS” EXPLORES THE FAILURE OF THE 
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000000205880 


000000156005 


000000207061 


000000156007 


000000176043 


000000166166 


000000166164 


000000156778 
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GENERAL STRIKE 14 PP 
JPRS 72888 P 


UNKNOWN 000000157728 
A ICARETAS/ / 

15/01/1979, ¥----,N----, PP 0010-0011 

ALSO P 58 

SIX OF SEVEN SUPPRESSED EDITORS SPEAK OUT 7 PP 

JPRS 72929 f 


UNKNOWN , 000000157952 
/TROSE AL-YUSUF // 

15/01/1979,V----,N----, PP 0036-0038 

CAIRO’S TRAFFIC PROBLEM INCREASING: SUBWAY 

STILL DEBATED 6 PP 

JPRS 73107 # 


UNKNOWN 000000160668 
74AL HURRIYAH/ / 

45/01/1979,V----,N----, PP 0044-0049 

BREAD RIOTS TERMED GENUINE REVOLT, NOT COMMUNIST 

PLOT 17 PP 

JPRS 72973 i] 


UNKNOWN 000000149469 
/ISPIEGEL, DER// 

15/01/1979,V----,N---~, PP 0108-0112 

SUCCESSES, PROBLEMS OF ALGERIAN DEVELOPMENT 

REVIEWED 6& PP 

JPRS 72763 é 


UNKNOWN 900000164714 
/TRENMIN JIAOYU// 

15/01/1979, V¥----,NOQ01, PP 0017-0020 

FORUM OF EDUCATORS DISCUSSES NEW EDUCATIONAL GOALS 

7 PP 

JPRS 73545 # 


UNKNOWN 000000176048 
f/ JINGJT GUANLI// 

15/01/1979, ¥----,NOQ001, PP 0024-0025 

ASPECTS OF PRODUCTION SPECIALIZATION, COORDINATION 

DISCUSSED 4 PP 

JPRS 73965 # 


UNKNOWN 000000156939 
F/FRANKFURTER RUNDSCHAU/ / 

16/01/1979, V----,N----, PP 0001 

WEST ACCUSED OF WAGING “ECONOMIC WARFARE” 

AGAINST THE GOR 6 PP 

JPRS 73048 # 


UNKNOWN 000000160678 
_ FISOVETSKAYA KULTURA/ / 

16/01/1979, V----,N----, PP 0001-0002 

DEMICHEV ADDRESSES ALL UNION CONFERENCE IN 

CULTURE IN THE COUNTRYSIDE 6 PP 

JPRS 72963 # 


UNKNOWN 00000017616! 
//WEN HUI BAO// 

16/01/1979, V----,N----, PP 0002 

SHANGHAI IRON ALLOY PLANT 

JPRS _73976 y 
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UNKNOWN 000000178008 
HIWEN HUI BAO// 

16/01/1979, V----,N----, PP 0002 

SHANGHAI RUBBER PRODUCTS INSTITUTE 

JPRS 73976 ‘ 


UNKNOWN 000000210740 
//GRANMA/ / 
16/01/1979,¥----,N----, PP 0002 
NINTH PCC PLENIM AUTHORIZES MEDIA CRITICISM OF 
. DEFICIENCIES 7 PP 
JPRS 75150 # 


UNKNOKN 000000158031 
4/70 VIMA// 

16/01/1979,¥----,N----, PP 0006 

MANGAKIS CALLS FOR UNIFICATION OF SOCIALIST 

PARTIES & PP 


JPRS 72936 # 

UNKNOWN 000000159875 
//FRANKFURTER ALLGEMEINE// 

16/01/1979,¥----,N----, PP 0009 


SITUATION OF USSR’S ETHNIC GERMAN POPULATION 
DISCUSSED 8 PP 


JPRS 72883 4 

UNKNOWN 000000161306 
7/FRANKFURTER ALLGEMEINE // 

16/01/1979, V=---,N----, PP 0009 


SITUATION OF USSR’S ETHNIC GERMAN POPULATION 
DISCUSSED 8 PP 
JPRS 72840 # 


UNKNOWN 000000156812 
/#NEUE ZUERCHER ZE1TUNG// 

16/01/1979, V----,N----, PP 0009-0010 

NEEDS OF ARMY VIEWED BY MILITARY LEADERS & PP 

JPRS 72851 r 


UNKNOWN 000000220619 
//HOUILLERES DU BASSIN DU NORD ET OU PAS-DE-CA LA iS// 

47/01/1979,¥----,N----, 

REPORT PCS NO 3017-MP/CC 

STUDY OF SPINNING LOSSES IN WINDING ROPES 12 PP 

HSE 8549 ] 


UNKNOWN 000000154784 
77 AL’ AMAL // 

1770121979; Ve=>=,Na-==," PR 0001 

ALSO P 7? 

PALESTINIANS ACCUSED OF ISRAELI-STYLEO 

LAND ACQUISITION TECHNIQUES 8 PP 

JPRS 72987 # 


UNKNOWN 000000161255 
//NHAN DAN/ / 

17/01/1979,V¥----,N----, PP 9001 

FOUNDATIONS OF GOOD PRIMARY UNIT PLANNING 2 PP 


JPRS 72918 # 

UNKNOWN 000000161126 
/IBEITJING RIBAO// 

17/01/1979, V----,N----, PP 0001 
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PERSONAL APPLICATION OF SOCIALIST THEORY RDVOCATED 


2 PP 

JPRS 73360 4 

UNKNOWN 000000157852 
/#BAKINSKIY RABOCHIY// 

17/01/1979, V¥----,N----, PP 0002-0003 


ALITYEV ADDRESSES NAGORNO-DARABAKHSKAYA OBLAST 
COMMITTEE CONFERENCE 10 PP 


JPRS 73078 # 

UNKNOWN 000000263750 
/#BAKINSKIY RABOCHIY// 

17/01/1979, V¥----,N----, PP 0002-0003 


ALIYEY ADDRESSES NAGORNO-DARABAKHSKAYA OBLAST 
COMMITTEE CONFERENCE 10 PP 
JPRS 73078 # 


UNKNOWN 000000156763 
/#NEUES DEUTSCHLAND // 

17/01/1979, ¥---- ,N----, PP 0003 

CHEMICAL INDUSTRY LEADERS PLEDGE FURTHER 

SUCCESSES IN 1979 8 PP 

JPRS 72894 # 


UNKNOWN 000000254533 
/ FDEUTSCH-AMERIKANISCHES KONZEPTIONPAPIER TAKTISCHES FERMELDEWESENHIER DEUTSCHER BEITRAG ZUKAPITEL C UND ANLAGE @// 

18/01/1979,V----,N----, 

GERMAN-AMERICAN CONCEPT PAPER ON TACTICAL 

COMMUNICATIONS HERE. GERMAN CONTRIBUTION TO 

CHAPTER C AND ANNEX B 

OVO COPYRIGHT INFO REFER OTHERS TO ITAC 

ITAC K-9344 i] 


UNKNOWN 000000161254 
//NHAN DAN// 

18 01/1979,V----,N----, PP 0001 

SOCIALIST BUSINESS MANAGEMENT STRESSED 2 PP 

JPRS 72918 i] 


UNKNOWN 000000161428 
/1TRABAJADORES/ / 

18/01/1979, V----,N----, PP 0002 

OCCUPATIONS, DESCRIPTIONS, WAGE SCALES SET 

FORTH 7 PP 

JPRS 73276 # 


UNKNOWN ; 000000157508 
/IKRASNAYA ZVEZDA// 

18/01/1979,V¥----,N----, PP 0004 

ADMISSION ANNOUNCEMENTS FOR MILITARY SCHOOLS 


22 PP 

JPRS 73184 # 

UNKNOWN 000000206304 
//FRATERNITE-MATIN/ / 

1810194979, Vea a= Nae =, PR OO16 


LOME CONYENTION-IVORY COAST POSSIBILITIES 
EXAMINEO 5 PP 


JPRS 72904 é 

UNKNOWN 000000154829 
//AL-WATAN AL-'’ARABI// 

19/01/1979, V----,N----, PP 0016-0019 
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U.S. STRATEGY IN MIGDLE EAST CONCENTRATES 

ON OIL 9 PP 

0vu0 

JPRS L/8340 # 


UNKNOWN 000000154830 
77AL-WATAN AL~’ ARABI // 

18/01/1979,V----,N----, PP 0023-0030 

EGYPTIAN DISSATISFACTION WITH QUALITY OF 

LIFE OISCUSSEO 7 PP 

Oud 

JPRS L/8340 i] 


UNKNOWN 000000209914 
FIDEUTSCHER DRUCKER/ / 

18/01/1979, ¥0015,NO002, PP 0002-0006 

THE VDU WORKPLACE IN. THE JUDGEMENT OF RESEARCH. 1. 


MB 2191T # 

UNKNOWN 000000161407 
/}HOSPODARSKE NOVINY// 

19/01/1979,V----,N----, PP 0002 

1978 PLAN FULFILLMENT IN REVIEW 5 PP 

JPRS 72924 # 

UNKNOWN 000000206796 
fiCAMBIO SIXTEEN// 

19/01/1979,V----,N----, PP 0014-0018 

SPECULATION ON PSOE ELECTION VICTORY PUBLISHED 

11 PP 

oud 

JPRS L/8269 # 

UNKNOWN 000000159924 
//MARCHES TROPICAUX ET MEDI TERRANEENS/ / 

19/01/1979,V----,N----, PP 0129-0131 

OPERATING, CAPITAL BUDGETS UP FOR 1979 10 PP 

ou0 

JPRS L/B292 # 


UNKNOWN 000000157797 
FIMAGYAR IF JUSAG// 

19/01/1979, V----,NO003, PP 0002-0011 

NEW ACTION PROGRAM FOR MASS YOUTH 

ORGANIZATION PUBLISHED 34 PP 


JPRS 73081 # 

UNKNOWN . 000000168707 
/IRABOTNICHESKO DELO// 

20/01/1979,V----,N----, PP 0001-0002 

COMMUNIQUE ON VISIT BY LEBANESE CP DELEGATION 

FBIS-EEU-79-16, VOL II NO 16, 23 JAN 1979 ‘ 

UNKNOWN 000000205887 
/IPRAVDAS / 


20/01/1979,¥----,N----, PP 0001-0002 
CSA REPORTS FIGURES ON PLAN FULFILLMENT IN 1978 


17 PP 

FBIS-SOV-79-17, VOL 3 NO 17, 24 JAN 1979 # 

UNKNOWN 000000157739 
//COMERCIO, EL// 

20/01/1979,¥----,N----, PP 0004 


DEVELOPMENTS IN PETROLEUM INQUSTRY SURVEYED 6 PP 
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JPRS 72929 # 


UNKNOWN 
//ESTADO DE SAO PAULO, O// 
20/01/1979,V----,N----, PP 0006-0007 
PRIMARY OBJECTIVES OF FIGUEIREDO CABINET 
MEMBERS SURVEYED 18 PP 
JPRS 72856 # 


UNKNOWN 

/iGLOBO, Of/ 
20/01/1979,¥----,N----, PP 0008-0013 
ALSO P 15 
BIOGRAPHIC DATA ON PRESIDENT-ELECT FIGUEIREDO'S 
CABINET 52 PP 
JPRS 72888 # 


UNKNOWN 
FVESTADO DE SAQ PAULO// 
20/01/1979, ¥----,N----, PP 0057 
WEATHER PERMITTING, RECORD 1979/80 CROPS 
PREDICTED 15 PP 
JPRS 75095 # 


UNKNOWN 
1IZUESHU YUEKAN/ / 
20/01/1979, ¥----,NO001, PP 0001-0003 
"ZUESHU YUEKAN” RESUMES PUBLICATION AFTER TWELVE 
YEARS 7 PP 
JPRS 73815 fs 


UNKNOWN 
Hf JINGJT YANJIU// 
20/01/1979, V¥----,NOGO1, PP 0002-0005 
SHIFT OF PARTY’S WORK FOCUS TO SOCIALIST 
CONSTRUCTION URGED 6 PP 
JPRS 74303 & 


UNKNOWN 
FICAIMU YU KUAIJI// 
20/01/1979, ¥----,NO001, PP 0019-0021 
BETTER FINANCIAL MANAGEMENT, ACCOUNTING, MAKING 
UP DEFICITS URGED 8 PP 
JPRS 73731 " 


UNKNOWN 
AA SINGJI YANJIUS/ 
20/01/1979, ¥----,NOQ01, PP 0021-0028 
PROBLEMS CONNECTED WITH SOCIALIST OWNERSHIP 
REQUIRE FURTHER STUDY 14 PP 
JPRS 74765 # 


UNKNOWN 
H/JINGJE YANJIU// 
20/01/1979, V----,NOG01, PP 0029-0035 
IMPORTANCE OF BANKS IN SOCIALIST SYSTEM STRESSED 
13 PP 
JPRS 74765 é 


UNKNOWN 

fF JINGJT YANJIUS/ 
20/01/1979, V¥----,N0001, PP 0047-0059 
PROFIT SYSTEM NECESSARY IN SOCIALIST ECONOMY 18 PP 
JPRS 74765 : ; & 
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000000159943 


000000156794 


000000208493 


000000171537 


000000183371 


000000168475 


000000226927 


000000226929 


000000226928 
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UNKNOWN 000000165094 
J7JINGJU YENJIU/? 

20/01/1979, ¥--~-,NO001, PP 0077-0078 

JINGJI YENJIU ON ADVANTAGES OF SPECIAL] ZED 

COMPANIES 5 PP 

FBIS-CHI-79-047 8 MAR 1979 VOL 1 NO 4? i] 


UNKNOWN 000000154834 
/TESTADO DE SAO PAULO// 

21/01/1979, V----,N----, PP 0004-0005 

FUTURE FINANCE MINISTER RISCHBIETER INTERVIEWED 

9 PP 

JPRS 72006 ' 


UNKNOWN 000000156751 
/ {NEPSZABADSAG/ / 

21/01/1979,V¥----,N----, PP 0005 

SITUATION OF CONSUMER SERVICES DISCUSSED 6 PP 

JPRS 72894 # 


UNKNOWN 000000205891 
/1CAMBIO// 

21/01/1979, V----,N----, PP 0022-0025 

UCD LEADERS OUTLINE FUTURE GOVERNMENT STRATEGY 

3 PP 

oud 

ANNEX NO 002 

FBIS-WEU-79-17, VOL 7 NO 17, 24 JAN 1979 # 


UNKNOWN 000000209160 
1 ICAMBIO// 

21/01/1979, V----,N----, PP 0022-0025 

UCD LEADERS OUTLINE FUTURE GOVERNMENT STRATEGY 

3 PP 

Oud 

ANNEX NO 002 

FBIS-WEU-79-17, VOL 7 NO 17, 24 JAN 1979 4 


UNKNOWN 000000157740 
//ESTRELLA DE PANAMA, LA// 

21/01/1979, V----,N----, PP 0024-0025 

BUOGET ALLOCATIONS FOR 1979 DESCRIBED 8 PP 

JPRS 72929 # 


UNKNOWN | 000000207060 
/1SPIEGEL/ / 

21/01/1979,V----,N----, PP 0026-0028 

GREEN CONGRESS AGREES TO FORM MOVEMENT INTO PARTY 

6 PP 

JPRS 75072 # 


UNKNOWN 000000162751 
/IVERDE OLIVIO// 

21/01/1979, V¥----,N----, PP 0031-0033 

ALSO P 47 

MILITARY UPDATE: CRIME LAW, PUBLICATIONS, 

COMMENTARY 7 PP 

JPRS 73408 # 


UNKNOWN 000000160602 
//AL-NIDA// 

21/01/1979, V----,N---~, PP 0052-0053 

ARAFAT ACCUSED UNITED STATES OF ACTIVE 

BELLIGERENCE AGAINST PLO 7 PP 
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JPRS 72997 # 


UNKNOWN 000000160603 
/#AL-NIDA// 

21/01/1979,V----,N----, PP 0054-0056 

PALESTINIAN LEADERS PONDER SITUATION AFTER 

CAMP DAVIO 13 PP 

JPRS 72991 # 


UNKNOWN 000000156972 
FPUNITA, L' si 

21/01/1979, ¥----,N----, P0018 

TEXT OF FINAL PCI BUOGET FOR 1978 7 PP 

JPRS 72824 tt 


UNKNOWN 000000156014 
/7AL-ANHAR/ / 

22/01/1979,V¥----,N--~-, PP 0003 

INTERVIEW WITH SHI'ITE LEADER, DEPUTY HUSAYN 

AL-HUSAYNI 5 PP 

JPRS 72949 # 


UNKNOWN 000000156963 
//RUDE PRAVO// 

22/01/1979, V¥----,N----, PP 0003 

PRINCIPLE OF PARTY'S LEADING ROLE INDISPENSABLE 

TO SOCIALISM 3 PP 

JPRS 73020 # 


UNKNOWN 000000161227 
/VESSOR, L’// 

22/01/1979, ¥----,N----, PP 0004-0005 

TRAURE ON ARMY ROLE IN CIVILIAN LIFE, 

ON ECONOMY 4 PP 

JPRS 73268 i] 


UNKNOWN 000000156057 
//POINT, LE// 

22/01/1979, V----,N----, PP 0038-0039 

VOTERS POLLED ON CANDIDATES FOR JUNE EUROPEAN 

ELECTIONS 6 PP 

JPRS 72910 # 


UNKNOWN 000000155416 
/ISCENARIENUNTERSUCHUNG 1978 ZUR KONZEPTION KAMPF LUFTBEWGLICHER KAMPF TRUPPEN/ / 

23/01/1979,V----,N----, 

SCENARIO 1978 STUDY RE: CONCEPT PAGER ON COMBAT 

BY AIR-MOBILE COMBAT TROOPS 

tI TAC K-9389 s 


UNKNOHN 000000161240 
//GUANGMING RIBAO// 

23/01/1979, V----,N----, PP 0003 

COOPERATIVE MEDICAL SERVICE, BAREFOOT DOCTORS 

SERVICE EXPANDED 4 PP 


JPRS 73272 i] 

UNKNOWN 000000208557 
//ESTADO DE SAO PAULO// 

23/01/1979,¥----,N----, PP 0025 


NETTO VIEWS UNEMPLOYMENT AS MAJOR PROBLEM 
FACING NATION 13 PP 
JPRS 75121 # 
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UNKNOWN 000000156947 
L/MONDE, LE// 
23/01/1979,V¥----,N----, PP 0046 


FOREIGN TRADE OEVELOPMENTS WITH COMMUNIST 
COUNTRIES 7 PP 
JPRS 73045 # 


UNKNOWN 000000157846 
//DURZHAVEN VESTNIK// 

23/01/1979, V----,N----, PP 0065-0072 

NEW DECREE AIMS TO IMPROVE AGRICULTURAL OUTPUT 

20 PP 

JPRS 73071 ‘ 


UNKNOWN 000000205890 
/4AD-DUSTUR/ / 

24/01/1979, V----,N----, PP 0001 

PRESIDENT TITO TO VISIT JORDAN 11 FEBRUARY 4 PP 

FBIS-EEU-79-17, VOL 2 NO 17, 24 JAN 1979 # 


UNKNOWN 000000163026 
AATZVESTIVAS/ 

24/01/1979,¥----,N----, PP 0005 

SOVIET MEDIA CONTINUE TO COMMENT ON SITUATION IN 

IRAN. “THE WEST IS COUNTING ON ITS LOSSES” 4 PP 


FBIS-SOV-79-19 26 JAN 1979 VOL 3 NR 19 # 

UNKNOWN 000000159862 
/TERCILLA// 

24/01/1979,V----,N----, PP 0032-0034 


FINANCE MINISTER PREDICTS YEAR OF STABILITY, 
EXPANSION & PP 
JPRS 72895 # 


UNKNOWN 000000157004 
#/ JEUNE AFRIQUE// 

24/01/1979,¥----,NOO10 PP 0007-0011 

LETTERS TO FRENCH PUBLICATION EXPRESS HOPE FOR 

CHANGE 11 PP 

oud 

JPRS L/8316 # 


UNKNOWN 000000157922 
// TIEMPO, EL// 

25/01/1979, ¥----,N----, 

P 80 

DANE RELEASES DATA ON EDUCATIONAL LEVELS 6 PP 

JPRS 73112 # 


UNKNOWN 000000163023 
1 PXTNHUAL / 

25/01/1979, ¥----,N----, 

CCP MEETING DISCUSSES NATIONAL BOURGEOISIE POLICY 

4 PP 

FBIS-CHI-79-20 29 JAN 1979 VOL 1 NR 20 # 


UNKNOWN 000000159941 
/iNACION, LA// 

25/01/1979, V----,N----, PP 0001 

ALSO P 12 

ARMED FORCES ANNOUNCE POLITICAL PROPOSAL 11 PP 

JPRS 72856 F 


UNKNOHN . _ 000000163020 
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APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


VIFIGARO, LE// 

25/01/1979, ¥----,N----, PP 0001-0004 

FRENCH OFFICIAL INTERVIEWED ON COMMUNITY 

PROBLEMS 3 PP 

FBIS-WEU-79-21 30 JAN 79 VOL 7 NR 21 # 


UNKNOWN 000000163928 
f/WEN HUI BAO// 

25/01/1979,¥----,N----, PP 0002 

APPEAL MADE FOR UNIFIED SUPPORT OF FOUR 

MODERNIZATIONS 5 PP 


JPRS 73292 # 

UNKNOHN 000000160632 
//OTECHESTVEN FRONT// 

25/01/1979,¥----,N----, PP 0004 


ORAGOYCHEVA REVIEWS MACEDONIAN QUESTION IN 
WORLO WAR II 6 PP 
JPRS 72965 # 


UNKNOWN 000000154831 
fICLARIN// 

25/01/1979,V----,N----, PP 0008-00493 

ITAIPU-CORPUS ISSUE REFLECTED IN PRESS 9 PP 

JPRS 73006 é 


UNKNOWN 000000154779 
101M WOCHENGERICHT// 

25/01/1979, V¥----,N----, PP 0017-0051 

OVERALL ECONOMIC DEVELOPMENTS IN 1978 ANALYZED 

18 PP 

JPRS 72017 ; 


UNKNOWN 000000176159 
/SHENGLI KEXUE JINZHAN/ / 

25/01/1979, ¥----,NO001, PP 0001-0092 

PROGRESS IN PHYSIOLOGICAL SCIENCES 

JPRS 73975 # 


UNKNOWN 000000166267 
//ZHEXUE YANJIU// 

25/01/1979,¥----,NO001, PP 0003-0006 

THE GREAT HISTORICAL TRANSITION DISCUSSED 6 PP 


JPRS 73633 f 

UNKNOWN 000000157963 
//SVET HOSPODARSTYI// 

26/01/1979,¥----,N----, P 0004 


MINISTER BARCAK ON DEVELOPMENT OF FOREIGN 
TRADE RELATIONS 6 PP 
JPRS 73100 © r] 


UNKNOWN 000000154857 
/FRUDE PRAVO// 

26/01/1979, V----,N----, PP 0001 

ALSO P 0003 

RESULTS OF 1978 POAN FULFILLMENT REPORTED 21 PP 

JPRS 73008 . 4 


UNKNOWN 000000161127 
//BEI JING RIBAQ// 
26/01/1979, V----,N----, PP 0001 
ALSO P 4 
_"GANG OF FOUR'S” PERSECUTION OF “THREE-FAMILY 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 


VILLAGE” WRITERS CONDEMNED 12 PP 


JPRS 73360 
UNKNOWN 

/ISVET HOSPODARSTVI// 
26/01/1979,¥----,N----, PP 0004 


MINISTER BARCAK ON DEVELOPMENT OF FOREIGN 
TRADE RELATIONS 6 PP 
JPRS 73100 


UNKNOWN 
HFSIL’S’KI VISTI// 
26/01/1979,¥----,N----, PP 0004 


CIA-RDP91-00403R000201260005-1 


GRAIN PROCESSING EQUIPMENT AND INSTALLATIONS 3 PP 


“JPRS 73186 


UNKNOWN 
//OTECHESTVEN FRONT// 
26/01/1979, V----,N----, PP 0009-0010 
LAST INSTALLMENTS OF DRAGOYCHEVA MEMOIRS ON 
MACEDONIAN ISSUE 13 PP 
OU0 
ANNEX 
FBIS-EEU-79-026 6 FEB 1979 VOL 2 NO 026 


UNKNOWN 
//AL-WATAN AL-’ARABI// 
26/01/1979,¥----,N----, PP 0016-0018 


# 


AL-WATAN AL-'ARABI INTERVIEWS IRAQ'S TARIZ ‘AZIZ 


Ou0 : 
ANNEX 
FBIS-MEA-79-223 1 JAN 1979 VOL 5 NOQ 22 


UNKNOWN 
//AL-HAWADITH/ / 
26/01/1979, V----,N----, PP 0020-0023 


PRESIDENT NUMAYRI DISCUSSES ARAB, AFRICAN PROBLEMS 


FBIS-MEA~79-223 1 JAN 1979 VOL 5 NO 22 


UNKNOWN 

/THELSINGIN SAMOMAT/ / 
26/01/1979,V----,N----, PP 0023 
ECONOMIC OUTLOOK BRIGHTENS SUDDENLY AS 
ELECTIONS NEAR 9 PP 
JPRS 72857 


UNKNOWN 
PIMA’ARIVI 
26/01/1979,V¥----,N----, PP 0028 
SHARON INTERVIEWED ON SETTLEMENT, PEACE 
AGREEMENT ISSUES 5 PP 
FBIS-MEA-79-20 29 JAN 1979 VOL 5 NR 20 


UNKNOHN 
1 f AL-HAWADITH/ / 
26/01/1979, ¥----,N----, PP 0044-0045 


ARAB LEAGUE SECRETARY GENERAL ON ARAB FINANCE 


MINISTERS MEETING 6 PP 
JPRS 72940 


UNKNOKN 
;IMARCHES TROPICAUX ET MEDITERRANEENS/ / 
26/01/1979, V----,N----, PP 0183-0187 


ECONOMIC PERFORMANCE, 1978-1980 PLAN DETAILED 
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000000157961 


000000159777 


000000209582 


000000173852 


000000173853 


000000156713 


000000163019 


000000157725 


000000156967 
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20 PP 
oud 
JPRS L/8343 ] 


UNKNOWN 000000173751 
fFUNITA, L’/? ' 

27/01/1979,¥----,N----, PP 0001-0002 

BERLINGUER SPEAKS AT INTERPARTY SUMMIT 4 PP 


FBIS-WEU-79-025, 5 FEB 1979, ¥ 7 NO. 25 # 

UNKNOHN 000000161151 
//WEN HUI BAO// 

27/01/1979,V----,N----, PP 0003 


ANTI-PARTY ARTICLE “ON ‘THREE FAMILY VILLAGE’™ 
‘DENOUNCED 5 PP 
JPRS 73366 # 


UNKNOWN 000000150911 
//RENMIN RIBAO// 

27/01/1979, V----,N----, PP 0004 

RENMIN RIBAO REVIEWS 1978 SOVIET FOREIGN 

POLICY 3 PP 

FBIS-CHI-79-032 VOL 1 NR 32 14 FEB 1979 i] 


UNKNOWN 000000156053 
/ {MUNDO OBRERO/ / 

27/01/1979,V---~,N----, PP 0012 

ALSO PP 13 

PCE LOOKS AHEAD TO MUNICIPAL ELECTIONS 12 PP 

JPRS 72910 # 


UNKNOWN 000000161081 
f /AL-MUSTAQBAL / / 

27/01/1979, V----,N----, PP 0032-0033 

"AL-MUSTAGBAL” COMMENTS ON PLO RELATIONSHIPS 

WITH UNITED STATES 6 PP 

JPRS 73353 # 


UNKNOWN 000000157379 
//KRASNAYA ZVEZDA// 

28/01/1979,¥----,N---~, PP 0001 

SOCIALIST OBLIGATIONS OF CONSTRUCTION PERSONNEL t 

FOR 1979 & PP 

JPRS 73258 # 


UNKNOHN 000000210023 
/ISCINTEIA// 

28/01/1979, V----,N----, PP 0001 

ALSO P 6 

CEAUSESCU INTERVIEW TO JAPANESE DAILY ASAHI 

SHIMBUN PUBLISHED 5 PP 

FBIS-EEU-79-22, 31 JAN 1979, VOL 2 NO 22 4 


UNKNOWN 000000195854 
/iNOVOYE RUSSKOYE SLOVO// 

28/01/1979, V----,N----, PP 0002 

NEH RUSSIAN WORD 11 PP 

CSO: 8044/0841-79 COMPLETE SPECIAL r 


UNKNOWN 090000156026 
ffVERDE OLIVO// 

28/01/1979,V----,N----, PP 0024-0027 

MILITARY UPDATE: MILITARY CRIME LAW, TRAINING, 

MORALE 8 PP 
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JPRS 73061 ” e 


UNKNOWN 000000156096 
//GLOB0, O// 

28/01/1979, ¥----,N----, PP 0033 

BRANDAO DEFENDS CHANGE IN FINANCIAL SYSTEM 8 PP 

CSO: 8142/0852-79 COMPLETED SPECIAL i] 


UNKNOWN 000000156785 
fi FOHLA/ / 

28/01/1979,¥----,N---~, PP 0078 

CIVILIAN, MILITARY DISSATISFACTION WITH 

PAY HIKE DISCUSSED 10 PP 

JPRS 72888 i 


UNKNOWN 000000164110 
//OEVELOPMENT OF THE “NATIONAL SECURITY” DOCTRINE , THE// 

29/01/1979,V----,N----, 

THE DEVELOPMENT OF THE “NATIONAL SECURITY” 

DOCTRINE 25 PP 


CSO: 8244/5641-79 COMPLETED SPECIAL 4 

UNKNOWN : 000000150631 
/7RENMIN RIBAO// 

29/01/1979,V---~,N----, PP 0002 


RENMIN RIBAQ REPORTS ON PROGRESS MADE IN 
SICHUAN 3 PP 
FBIS-CH-79-033 15 FEB 1979 VOL 1 NO 033 # 


UNKNOWN 000000159940 
/f0PINION, LA// 

29/01/1979,¥----,N----, PP 0004 

SUPPLEMENT PP 4 AND 5 

NATIONAL PARTICIPATION BECOMES KEY ELEMENT 

IN YACYRETA PROJECT 7 PP 

JPRS 72856 i] 


UNKNOWN 000000163021 
‘SPIEGEL, DER// 

29/01/1979, V----,N----, PP 0036-0039 

ee CONFLICT SEEN SIMMERING IN BONN COALITION 

4 


FBIS-WEU-79-21 30 JAN 1979 VOL 7 NR 21 # 

UNKNOWN 000000154843 
/ /BOHEMIA/ / 

29/01/41979,¥----,N----, PP 0096-0099 


“GROUP OF 12° MEMBERS INTERVIEWED BY VENEZUELAN 
MAGAZINE 6 PP 
JPRS 73006 é 


UNKNOHN 000000180826 
//SPIEGEL, DER// 

29/01/1979, ¥----,NO005, PP 0103-0105 

ECEVIT: MULLAHS NO DANGER 70 TURKEY t2 PP 


CSO: 8120/1813-79 COMPLETED SPECIAL | 

UNKNOWN 000000173850 
/7SCINTELAS/ 

30/01/1979, ¥----,N----, PP 0001 

CEAUSESCU INTERVIEW TO SPANISH DAILY PUEBLO 

PUBL ISHED 

FBIS-EEU-79-023 1 FEB 1979 VOL 2 NO 023 # 
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UNKNOWN 000000161371 
//FIGARO, LE// 

30/01/1979,V¥----,N-~--, PP 0002 

ANALYSIS OF UNION, LABOR PROBLEMS IN STEEL 

INDUSTRY 18 PP 

JPRS 73194 # 


UNKNOWN 000000150909 
/1TRYBUNA LUDU/ / 

30/01/1979,V----,N----, PP 9003 

GIEREK ADDRESSES 29 JAN SELF-GOVERNMENT 

CONFERENCE 4 PP 


FBIS-EEU-79-032 VOL 2 NR 032 14 FEB 1979 # 

UNKNOWN 000000154777 
//AL-SAFIR// 

30/01/1979,¥----,N----, PP 0004 


FRANJIYYAH CRITICIZES GOVERNMENT INACTION, 
TOLERANCE OF TRAITORS 9 PP 
JPRS 72987 # 


UNKNOWN 000000268691 
//BESCHREIBUNG DER OAMPFUNG, RUCKSTREUNG UND STRAHLABLENKUNG VON ELEKTROMAGNETISCHNWELLEN ZWISCHEN 55 UND 500 GHZ IN OER ATMOPSHARE 
DURCHERECHEN. .// 

31/01/1979,¥----,N----, 

PROGRAMM 

DESCRIPTION OF THE PROPAGATION, BACKSCATTERING 

AND TRANSMISSION OF ELECTROMAGNETIC WAVES BETWEEN 

55 AND 500 GHZ IN THE ATMOSPHERE BY MEANS OF A 

COMPUTER PROGRAM 

AIR/FTD-ID(RS)T-1471-79 é 


UNKNOWN 000000161405 
7 /RABOTNICHESKO DELO// 

31/04/1979, V----,N----, PP 0001-0002 

FULFILLMENT OF 1978 ECONOMIC PLAN VIEWED 12 PP 

JPRS 72924 # 


UNKNOWN 000000161241 
//GUANGMING RIBAQ// 

31/01/1979, V----,N----, PP 0002 

PEDIATRIC WORKERS USE SCIENTIFIC EXPERIMENTS, 

CHINESE, WESTERN MEDICINE 2 PP 

JPRS 73272 # 


UNKNOWN 000000173851 
/ALITERATURNAYA GAZETA/? 

31/01/1979,V----,N----, PP 0014 

SOCIAL DIFFERENCES NO GROUNDS FOR SOVIET-SAUDI 


ENMITY 

FBIS-SOV~79-024 2 FEB 1979 VOL 3 NO 024 # 

UNKNOWN 000000157921 
f FCROMOS/ / 

31/01/1979,V¥----,N----, PP 0014-0018 


COMPARISON OF CORPORATIONS: WORLD VERSUS 
LATIN AMERICA 11 PP 


JPRS 73112 é 

UNKNOWN 000000155385 
/ /HERKENNINE / / 

31/01/1979,¥----,N----, PP 0015-0017 

ARMORED VEHICLES OF THE NETHER-LANDS ARMY I CORPS 

FSTC SERIAL NO 328-79 __ ff 
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APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


UNKNORN 
/ /HERDENNING/ / 
31/01/1979, V----,N----, PP 0015-0017 
ARMORED VEHICLES OF THE NETHERLANOS ARMY I CORPS 
7 PP 
QUO COPYRIGHT INFO REFER OTHERS TO FSTC 
ARM/FSTC/HT-328-79 ‘ 


UNKNOWN 
//GESETZBLATT DER DEUTSCHEN DEMOKRATISCHEN REPUBL IK// 
31/01/1979, ¥----,N0004, PP 0038-0040 
PART I 
LAW ON INSPECTION OF FISHING VESSELS 7 PP 
JPRS 73309 # 


UNKNOWN 
//GESETZBLATT OER DEUTSCHEN DEMOKRATISCHEN REPUBL IK// 
31/01/1979,¥----,NQ004, PP 0040-0046 
PART | 
LAW ON FISH CATCH REGULATIONS 19 PP 
JPRS 73529 # 


UNKNOWN 
// JEUNE AFRIQUE // 
31/01/1979, V¥----,NO943, PP 0032-0034 
POLITICS AND ECONOMICS WHAT DOES THE OPPOSITION 
WANT? 
DIA LN 181-79 # 


UNKNOWN 

/FNODONG SINMUN/ / 
00/02/1975, Y----,N----, 

“NODONG SINMUN” EDITORIALS FOR APRIL 1979 9 PP 
JPRS 73827 i] 


UNKNOWN 
/7MEASURES FOR PROTECTION AGAINST CONTACTS. PROBLEMS OF INTERFACE WITH SUPPLY NETWORKS// 
00/02/1979,V¥----,N----, 
27-28 FEB 1979, A-WG 105 ISEC) WG 105 (SEC) 3 
MEASURES FOR PROTECTION AGAINST CONTACTS, 
PROBLEMS OF INTERFACE WITH SUPPLY NETWORKS 
ESB 742 # 


UNKNOWN 

H/DIODE STEP STRESS TESTING PROGRAM/ / 
00/02/1979,V¥----,N----, 
DIODE STEP STRESS TESTING PROGRAM. FINAL REPORT 
39 PP 
NASA TM-81037 # 


UNKNOHN 

// TRANSISTOR STEP STRESS TESTING PROGRAM? / 
00/02/1979,V----,.N----, 
TRANSISTOR STEP STRESS TESTING PROGRAM 33 PP 
NASA-TM-81027 i] 


UNKNOWN 
f/TECH,-TECHNICAL REPORT OF THE TECHNICAL RESEARCH AND DEVELOPMENT INSTITUTE// 
00/02/1979,¥----,N---~, PP 0001-0011 
ALSO PP 1-26, 1-7, 1-10, 1-14 
TECHNICAL REPORT OF THE TECHNICAL RESEARCH AND 
DEVELOPMENT INSTITUTE (SELECTED ARTICLES) 118 PP 
QUO COPYRIGHT INFO REFER OTHERS TO FTO/STINFO 
AIR/FTD-IDIRS)T-0968-80 u 
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000000182017 


000000163882 


000000165293 


000000212763 


000000172406 


000000271404 


000000297771 


000000297768 


000000252943 
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UNKNOWN 000000274739 
//NICCHU KEIZAI KANKEI NO KENKYU// 

00/02/1979,¥----,N----, PP 0001-0288 

STUDY OF JAPANESE-CHINESE ECONOMIC RELATIONS 


CSO: 8129/1654-79-COMPLETED SPECIAL # 

UNKNOWN 000000161309 
//FIORINO, IL// 

00/02/1979,V¥----,N----, PP 0003 


13-15 AND 17 FEB 1979 

SPECIALIZED ROMAN PAPER ANALYZES NATION'S 

ECONOMY 13 PP 

JPRS 73202 i] 


UNKNOWN 000000162747 
//RIORINO, IL// | 

00/02/1979, ¥----,N----, PP 0003 

20, 21, 22 FEB 1979, 

DECREASE IN OIL PRODUCTION NOTED 11 PP 

JPRS 73411 ’ 


UNKNOWN 000000157795 
7/7 TEMOIGNAGES/ / 

00/02/1979, ¥----,N----, PP 0003-0005 

3-4 FEB 1979 

REPORTAGE ON PAUL VERGES PRESS CONFERENCE 6 PP 

JPRS 73060 # 


UNKNOWN 000000157432 
AAUNITE, L's? 

00/02/1979, ¥----,N----, PP 0004-0010 

TEXTS OF RESOLUTIONS INTRODUCED AT SOCIALIST 

CONGRESS 14 PP 


JPRS 73204 ‘ 

UNKNOWN 000000172658 
//SEVENTH REGIMENT DE CHASSEURS EN TERRAIN LIBRE TWO: LE REGIMENT LIMOUSIN: LE FIFTEEN R.C.S., F. T, TERRE AIR MERY! 

00/02/1979,V----,N----, PP 0010 


ALSO P 15 NR 1 367 

THE FIGHTER REGIMENT ON OPEN GROUND (2) THE 
LIMOUSIN REGIMENT: THE 15 COMMAND AND SUPPORT 
REGIMENT (RCS! 4 PP 

DIA LN 211-79 i] 


UNKNOWN 000000157459 
//AL-DUSTUR/ / 

00/02/1979,¥----,N----, PP 0014-0015 

49-25 FEB 1979 

AL-SADAT’S PROBLEMS IN FINDING FOREIGN MINISTER 

ANALYZED & PP 

JPRS 73248 f 


UNKNOWN 000000164767 
/fAL-DUSTUR?/ / 

00/02/1979,V¥----,N----, PP 0017-0019 

19-25 FEB 1979 

GOVERNMENT CONTROLS TRIBAL LEADERS 7 PP 

JPRS 73491 # 


UNKNOWN 000000162873 
/fAL-HATAN AL-' ARABI // 

00/02/1979,V----,N----, PP 0026-0027 

16-22 FEB 1979 

REASONS FOR DEPORTATION OF ECONOMIC UNITY COUNCIL 
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“SECRETARY ANALYZED 5 PP 
oU0 
JPRS L/8444 # 


UNKNOWN 
/ (BOHEMIA/ / 
00/02/1979,V----,N--~--, PP 0026-0028 
19-25 FEB 1979 
HERRERA’S “KITCHEN CABINET” EXAMINED 6 PP 


JPRS. 73026 4 
UNKNOWN | 

/TAL-WATAN AL-'ARABI// 
00/02/1979, V----,N----, PP 0026-0028 


9-15 FEB 1979 
PALESTINIAN LEADERS DISCUSS PROS, CONS OF 
PNC MEETING 8 PP a 


ote) 
JPRS L/B8398 # 
- UNKNOWN 
//AL-WATAN AL-’ ARABI// 
00/02/1979,¥----,N----, PP 0026-0028 


9-15 FEB 1979 
PALESTINIAN LEADERS OISCUSS PROS, CONS OF 
PNC MEETING 8 PP 


oud 
JPRS L/8398 # 
UNKNOWN 
/1DOCUMENTOS '80// 
00/02/1979, V----,N----, PP 0026-0068 
ADOLFO SUARAEZ: ALL THE DUTIES OF THE PRESDENT 
64 PP 
CSO: 81498/0073-80 COMPLETE SPECIAL f 
UNKNOWN 
/fAL-WATAN AL-'ARABI// 
00/02/1979, V----,N----, PP 0027-0029 
2-8 FEB 1979 


PNC FAILS TO HEAL RIFT IN PALISTINJAN 
LEADERSHIP 6 PP 


Quo 
JPRS L/8410 é 


UNKNOWN 
HISTRATEGIE ET DEFENSES / 
00/02/1979, V----,N----, PP 0028-0031 
UNIVERSITY COURSES IN NATIONAL DEFENSE DETAILED 
10 PP 
JPRS 73611 r 


UNKNOHN 

HIDEFENSE INTERARMEES/ 
00/02/1979,¥----,N----, PP 0035-0037 
GROUND FORCES 1979 EQUIPMENT PROGRAMS OUTLINED 


6 PP 
JPRS 73017 ’ 
UNKNOKN 
//MUNCA DE PARTIO// 
00/02/1979, V----,N----, PP 0038-0043 


PARTY COMMITTEES BLAMED FOR POOR ACTIVITY OF 
WORKERS” COUNCILS 6 PP 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


000000156312 


000000157466 


000000157568 


000000186786 


000000157402 


000000165773 


000000154790 


000000165302 
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JPRS 73555 


UNKNOWN 

{/MUNCA DE PARTID// 
00/02/1979,V¥----,N----, PP 0044-0047 
SHORTCOMINGS IN TRANSFORMATION OF COMMUNES 
INTO CITIES 5 PP 


JPRS 73555 
UNKNOWN 
/TAFRIQUE DEFENSE // 
00/02/1979, V¥----,N----, PP 0050-0053 


CIA-RDP91-00403R000201260005-1 


MIKOYAN AND GOUREVICH 23 IN AFRICAN SKY (MIG) 


10 PP 
~ €S0: 8319/0028-80 COMPLETEO SPECIAL 


UNKNOWN 
7#CHUO KORON/ / 
00/02/1979,V¥----,N----, PP 0050-0057 


PROFILES ON IPPEI KANEKO; MASUMI EZAKI; MICHIO 


WATANABE: TOKUSABURO KOSAKA 11 PP 
CSO: 8129/0864-79 COMPLETED SPECIAL 


UNKNOWN 
{TRANSISTOR STEP STRESS TESTING PROGRAM / 
00/02/1979,V----,N----, PP 0051 


TRANSISTOR STEP STRESS TESTING PROGRAM 51 PP 


NASA TM~81036 


UNKNOWN 
f/MUNCA DE PARTID// 
00/02/1979,V¥----,N----, PP 0104-0107 


CORRUPTION OF PARTY CADRES, SCHOOL TEACHERS 
DEPLORED 5 PP 
JPRS 73555 


UNKNOWN 

/7NICHU KEIZAI KANKET NO KENKYU// 
00/02/1979, V----,N----, PP 0139-0162 
CHAPTER 4. CAPITAL RESERVES, SAVINGS AND 
INVESTMENT BALANCE IN CHINA 35 PP 
CSO: 8129/1206-79 COMPLETEO SPECIAL 


UNKNOWN 

//DOKLADY AKADEMIYA NAUK SSSR// 
00/02/1979,V----,N----, PP 1334-1102 
NOS 4-6 


SOVIET PHYSICS - DOKLADY 93 PP 


AVAIL LY SERIALS 
AMERICAN INSTITUT OF PHYSICS COVER TO COVER 


UNKNOWN 


4 


//DONGWU FENLEI XUEBAQ (ACTA ZOOTAXONOMICA SINICA ) // 


00/02/1979,¥----,NO001, 
TABLE OF CONTENTS 3 PP 
JPRS 73975 


UNKNOWN 
/#ZHONGGUO NONGYE KEXUE// 
00/02/1979, ¥----,NO001, 


TABLE OF CONTENTS OF ZHONGGUO NONGYE KEXUE 2 PP 


JPRS 74603 


UNKNOHN 


# 
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000000165303 


0000001907393 


000000159453 


000000297742 


000000165304 


000000168029 


000000185281 


000000176156 


000000192367 


000000207114 
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//ZHONGGUO NONGYE KEXUE// 
00/02/1979, ¥----,NQ001, PP 0066-0071 
DOUBLE CROP RICE IN TRIPLE CROP SYSTEM, SOIL 
FERTILITY STUDIED 12 PP 
JPRS 75096 # 


UNKNOWN 

TINESTNIK AKADEMII NAUK SSSR// 
00/02/1979,¥----,NO002 PP 0127-0143 
LIST OF CANDIDATE MEMBERS, CORRESPONDING MEMBERS 
OF USSR ACADEMY OF SCIENCES 25 PP 
oud 
JPRS 1/8309 i] 


UNKNOHN 
fIVOY .-VOYENNYY VESTNIK// 
00/02/1979, ¥---- ,NOOO2, 
MILITARY HERALD 183 PP 
ITAC K-9412 f 


UNKNOWN 

f/TYL 1 SNABZHENIYE SOVETSKIKH VOORUZHENNYKH SIL 
00/02/1979,V----,NO002, 
REAR AND SUPPLY OF THE SOVIET ARMED FORCES 151 PP 
ITAC K-9570 # 


UNKNOWN 
//VOY.-VOYENNYY VESTNIK// 
00/02/1979, ¥----,N0002, 
MILITARY HERALD 181 PP 
FSTC-HT-529-79 
ITAC K-9412 ‘ 


UNKNOWN 
77TYL I SNABZHENIYE SOVETSKIKH YOORUZHENNYKH SIL 
00/02/1979,V----,NO002, 
REAR AND SUPPLY OF THE SOVIET ARMED FORCES 
150 PP 
QUO COPYRIGHT INFO REFER OTHER 10 ITAC 
ITAC K-9570 # 


UNKNOWN 
//TECH.-TEKHNIKA I VOORUZHENIYE// 
00/02/1979, V----,N0002, 
TECHNOLOGY AND ARMAMENT 
ITAC K 9493 ‘ 


UNKNOWN 
//TECH.-TEKHNIKA I VOORUZHNIYE/? 
00/02/1979, ¥----,NO002, 
TECHNOLOGY AND ARMAMENT 
tI TAC K-9493 # 


UNKNOHWN 
//¥VOY .~VOYENNYY VESTNIK// 
00/0271979,¥----,NO002, 
MILITARY HERALD PP 182 PP 
QUO COPYRIGHT INFO REFER OTHERS TO ITAC 
ITAC K-9412 # 


. UNKNOWN 
//TYL 1 SNABZHENIYE SOVETSKIKH VOORUZHENNYKH SIL 
00/02/1979,V~----,NO002, : 
REAR AND SUPPLY OF THE SOVIET ARMED FORCES 148 PP 
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000000157742 


000000163156 


000000175712 


000000180841 


000000191269 


000000194727 


000000197717 


000000198998 


000000199926 
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ARM/FSTC/HT-537-79 
ITAC K-9570 é 


UNKNOWN : 000000202381 
/IVESTNIK PROTIVOVOZOUSHNOY OBORONY / / 

00/02/1979, ¥----,NOOQ02, 

AIR DEFENSE HERALD 156 PP 

ARM/FSTC-HT-553-79 

ITAC K-9492 # 


UNKNOHN 000000203492 
/#TECH,-TEKHNIKA I VOORUZHENIYE?/ 

00/02/1979, ¥----,N0002, 

TECHNOLOGY AND ARMAMENT 112 PP 

ARM/FSTC/HT-541-79 ' 


UNKNOWN 000000220825 
/INOY ,~VOYENNO-MEDITSINSKIY ZHURNAL / / 

00/02/1979, ¥----,NO002, 

MILITARY MEDICAL JOURNAL 132 PP 

ITAC K-9491 # 


UNKNOWN 000000233415 
FINOY .-VOYENNO-MEDITSINSKIY ZHURNAL // 

00/02/1979, V¥----,NO002, 

MILITARY MEDICAL JOURNAL 131 PP 

OU0 COPYRIGHT INFO IT 1S NOT IN PUBLIC DOMAIN 

ITAC K-9491 é 


UNKNOWN 000000233474 
1 1VOY .-VOYENNO-MEDITSINSKIY ZHURNAL // , 

00/02/1979, ¥----,NO002, 

MILITARY MEDICAL JOURNAL 128 PP 

OUO COPYRIGHT INFO IS NOT IN THE PUBLIC DOMAIN 

ITAC kK-9491 # 


UNKNOWN 000000163900 
/fELEC .-ELEKTRICHESTYO/ / 

00/02/1979, ¥----,NO002, PP 0001-0003 

ELECTRIC POWER ENGINEERING USSR STATE PRIZE 

AWARDS FOR 1978 6 PP 

oud 

JPRS L/8422 # 


UNKNOWN 000000157491 
/fUCHET I FINANSY ¥ KOLKHOZAKH I SOVKHOZAKH/ / 

00/02/1979,¥----,NO002, PP 0061-0004 

EDITORIAL CALLS FOR MOBILIZATION OF RESERVES FOR 

PLAN AND BUDGET FULFILLMENT 7 PP 

JPRS 73232 # 


UNKNOWN 000000162619 
ffKULLOJA/ / 

00/02/1979,¥----,NO002, PP 0001-0064 

TRANSLATIONS ON KOREAN AFFAIRS: KULLOJA 

JPRS 73405 # 


UNKNOWN 000000165962 
_/4TAP CHI CONG SAN// 

00/02/1979, V¥----,NOGO2, PP 0001-0088 

JOURNAL OF THE VIETNAMESE COMMUNIST PARTY 100 PP 

JPRS 73480 # 


UNKNOKN 000000162643 
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/HECON.-EKONOMIKA I ZHIZN'// 
00/02/1979,V----,NO002, PP 0002-0004 

IMPROVEMENT PLANNED IN UZBEK CONSUMER GOODS 
PRODUCTION 6 PP 
JPRS 73403 # 


UNKNOWN 000000162634 
F/KULLOJA// 

00/02/1979, ¥----,NOQQ02, PP 0002-0009 

KIM IL-SONG: LET US ADVANCE OUR SOCIALIST 

AGRICULTURE ONTO A NEW STAGE 10 PP 

JPRS 73405 # 


UNKNOWN 000000178395 
F/VESTNIK PROTIVOVOZDUSHNOY OBORONY// 

00/02/1979, ¥----,NOGO2, PP 0002-0079 

AIR DEFENSE HERALD 145 PP 

ITAC K~9492 # 


UNKNOWN 000000155973 
7 /PLANOVOYE KHOZYAYSTVO// 

00/02/1979,V----,NO002, PP 0003-0007 

WAYS TO SAVE FUEL AND ENERGY IN THE ECONOMY 7 PP 

JPRS 73056 # 


UNKNOWN 000000164748 
//BUL.-BYULLETEN NORMATIVNYKH AKTOY MINISTERSTY I VEDEMSTY SSSR// 
00/02/1979,V¥----,NO002, PP 0003-0012 
MODEL STATUTE ON TRAINING, IMPROVEMENT OF SKILLS 
- OF WORKERS IN PRODUCTION 13 PP 
JPRS 73496 é 


UNKNOWN 000000157415 
//VOPROSY ISTORII KPSS// 

00/02/1979,V----,NO002, PP 0003-0013 

DISCUSSION OF NEW BREZHNEV BOOK 15 PP 

JPRS 73212 # 


UNKNOWN 000000157905 
1/SSHA: EKONOMIKA, POLITIKA, IDEOLOGIYA// 

00/02/1979,¥----,NO002, PP 0003-0127 

USA: ECONOMICS, POLITICS, IDEOLOGY 151 PP 

JPRS 73105 # 


UNKNOWN 000000157976 
1 /MECH.-MEKHANIZATSIYA STROITEL ’STVA// 
00/02/1979,¥----,NO002, PP 0004-0008 
COMPLEX MECHANIZATION AND AUTOMATION OF 
. CONSTRUCTION-INSTALLATION WORK IN 1979 15 PP 
JPRS 73099 # 


UNKNOWN 000000157197 
//NOVO VREME// 

00/02/1979, ¥----,NO002, PP 0005-0050 

INTERMATIONAL THEORETICAL CONFERENCE HELD 

IN SOPHIA 50 PP 

JPRS 73132 " 


UNKNOWN 000000162635 
//KULLOJA/? 

00/02/1979, V--~-,NO002, PP 0010-0016 

LET US ENERGETICALLY HASTEN THE CONVERSION OF THE 

WHOLE SOCIETY TO THE CHUCHE IDEOLOGY, FOLLOWING 

THE GLORIOUS PARTY BANNER 12 PP 
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JPRS 73405 4 7 


UNKNOWN 

/iVOY .-VOYENNO-ISTORICHESKIY ZHURNAL // 
00/02/1979,¥----,NO002, PP 0010-0037 

THE GREAT PATRIOTIC WAR AND THE POSTWAR PERIOD 
JPRS 73410 # 


UNKNOWN 
//KOMMUNIST BELORUSSIT// 
00/02/1979, ¥----,NO002, PP 0011-0016 
ALSO PP 21-25 
BELORUSSIAN OBLAST CONFERENCES 15 PP 
JPRS 73455 4 


UNKNOKN 
11VOY.-VOYENNYYE ZNANIYA// 
00/02/1979, ¥----,NO002, PP 0016 
CIVIL DEFENSE TRAINING AND RELATED ACTIVITIES 
22 PP 
JPRS 73454 ‘ 


UNKNOWN 
/IVOPROSY ISTORII KPSS// 
00/02/1979, ¥----,NO002, PP 0035-0038 
REVIEW OF CHERNENKO BOOK ON PARTY ACTIVITIES 6 PP 
JPRS 73170 . r 


UNKNOHN { 
f/ZAKUPKI SEL’ SKOKHOZYAYSTVENNYKH PRODUKTOV/ / 
00/02/1979,¥----,NO0002, PP 0040 
FEEDING OF RYE TO CATTLE 2 PP 
JPRS 74328 é 


UNKNOWN 
//ZHILISHCHNOYE I KOMMUNAL ’NOYE KHOZYAYSTVO?// 
00/02/1979, ¥----,NO002, PP 0044-0045 
WAGES, SERVICES FOR CONSTRUCTION WORKERS NOTED 
5 pp 
JPRS 73573 ' 


UNKNOWN 
/ FENERGOMASHINOSTROYENI YE / / 
00/02/1979, V¥----,NOO02, PP 0046 
DEVELOPMENT OF A 100 STEAM-GAS FACILITY WITH 
PRESSURIZED GASIFICATION OF SOLIO FUEL 
JPRS 74039 ¥ 


UNKNOWN 
//TAP CHI CONG SAN// 
00/02/1979, V¥----,NOQ002, PP 0048-0070 
DEBATE: SOCIALIST COLLECTIVE OWNERSHIP 27 PP 
JPRS 73480 ] 


UNKNOWN 
//AR ARMEERUNDSCHAU/ / 
00/02/1979, ¥----,NO002, PP 0058-0061 
REVISED REGULATIONS ON BASIC MILITARY DUTY 
EXPLAINED 9 PP 
JPRS 73412 ‘ 


UNKNOWN 


/ NOY .-VOYENNO-ISTORICHESKIY ZHURNAL / / 
00/02/1979, V--~-,NO002, PP 0064-0070 
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000000276895 


000000163799 


000000164862 


000000156740 


000000186246 


000000165699 


000000194628 


000000165955 


000000162700 


000000276896 
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DOCUMENTS AND MATERIALS 
JPRS 74310 ¥ 


UNKNOWN 
//TECH.-TECHNIKA I GOSPODARKA MORSKA/ 
00/02/1979,¥----,NO002, PP 0112-0114 
BALTIC SECURITY, MINING, PORT FLEETS DISCUSSED 
3 PP 
JPRS 73419 # 


UNKNOWN 
FINAUKA POLSKA// 
00/02/1973,¥----,NO002, PP 0116-0137 
POLISH ACADEMY OF SCIENCES ACTIVITIES, PERSONNEL 
13 PP 
JPRS 73739 # 


UNKNOWN 
/fECON.-EKONOMIKA I ORGANIZATSIYA PROMYSHLENNOGG PRCOIZVONSTVA// 
00/02/1979, V¥----,NQ002, PP 0121-0129 
REPORT ON “ECONOMIC MECHANISM OF TENTH FIVE-YEAR 
PLAN” CONFERENCE 9 PP 
JPRS 73339 i] 


UNKNOWN 
7/AUSTRAIN MILITAIRE JOUNAL // 
00/02/1979,¥----,NO002, PP 0154-0156 
THE SWISS SYSTEM OF RECRUIT SCHOOLS 4 PP 
OIA LN #349-79 # 


UNKNOWN 
//AUSTRIAN MILITARIE JOURNAL // 
00/02/1979, ¥----,NOO02, PP 0154-0156 
THE SWISS SYSTEM OF RECRUIT SCHOOLS 4 PP 
DIA LN 349-79 : # 


UNKNOWN 
1 /KOMMUNIST// 
00/02/1979, ¥----,NOQ003, PP 0003-0010 
CPSU CENTRAL COMMITTEE APPEAL TO ALL VOTERS, 
CITIZENS OF THE USSR 9 PP 
JPRS 73286 # 


UNKNOWN 
JfPARTIYNAYA ZHIZN'// 
00/02/1979, V----,NO003, PP 0009-0015 
BOOK ON PARTY ORGANIZATION WORK DISCUSSED 10 PP 
JPRS 73237 # 


UNKNOKN 
1 /KOMMUNIST// 
00/02/1979, ¥----,NO003, PP 0015-0022 
CEMA'’S 30TH ANNIVERSARY 14 PP 
JPRS 73286 # 


UNKNOWN 
/HERA SOCIALISTA// 
00/02/1979, ¥-~--,NO003, PP 0020-0024 
3, 5 FEB 1979, ALSO PP 0033-0035 
ROMANIA HOSTS INTERNATIONAL CONFERENCE ON 
SOCIAL CONSCIOUSNESS 20 PP 
JPRS 73206 s 


UNKNOKN 
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000000162666 


000000169819 


000000161090 


000000215254 


000000221979 


000000161484 


000000161384 


000000161485 


000000161354 


000000163901 
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/}PARTIYNAYA ZHIZN’// 
00/02/1979,¥----,NO003, PP 0027-0032 
IMPROVED STRUCTURE OF PRIMARY PARTY ORGANI ZATIONS 
CALLED FOR 8 PP 
JPRS 73310 f 


UNKNOWN 
/AKOMMUNIST// . 
00/02/1979, ¥----,NO003, PP 0097-0111 
WEAPON OF THE DOOMED 17 PP 
JPRS 73286 " 


UNKNOWN 
1? INFORMATIONEN/ / 
00/02/1979,¥----,NO004, PP 0010-0011 
REGULATIONS ON PRIVATE HOME CONSTRUCTION 
EXPLAINED 4 PP 
JPRS 73274 i] 


UNKNOWN 
/7INFORMATIONEN/ / 
00/02/1979, ¥----,NOQ004, PP 0014 
FRG ANALYSIS OF GDR 1978 CROP, ANIMAL PRODUCTION 
JPRS 73274 # 


UNKNOWN 
//ECON.-EKONOMICHESKAYA GAZETA// 
00/02/1979,V¥----,NO007, P 0002 
ELECTRIC POWER DEVELOPMENT REVIEWED 6 PP 
JPRS 73092 # 


UNKNOHN 
/ ECON. -EKONOMICHESKAYA GAZETA// 
00/02/1979,¥----,N0009, PP 0002-0003 
SURVEY OF STATE OF AUTOMOTIVE INDUSTRY 7 PP 
JPRS 73277 # 


UNKNOWN 
F/DEFENSAS/ 
00/02/1979,V¥~----,NO010, PP 0033-0039 
“BALEARES” CLASS FRIGATES ANALYZED 11 PP 
JPRS 73233 # 


UNKNOWN 


//BUL.-BULLETIN DE LIAISON ET O°’ INFORMATION DES FORCES ARMEES SENEGALAISES: F. T. 


00/02/1979, ¥----,N0051, PP 0005-0044 

SENEGALESE ARMED FORCES LIAISON AND INFORMATION 
BULLETIN 40 PP 

DIA LN 201-79 ; # 


UNKNOWN 
//BUL .-BULLETIN D' INFORMATION CNEXO// 
00/02/1979, ¥----,NO122, 
DEVELOPMENT OF SHRIMP AQUACULTURE IN THE 
ANTILLES AND FRENCH GUYANA 
NOAA/NMFS s 


UNKNOWN 
/#BUL.-BULLETIN OF THE FACULTY OF FISHERIES NAGASAKI UNIVERSITY// 
00/02/1979, ¥0000,N0046, PP 0001-0043 
BULLETIN OF THE FACULTY OF FISHERIES NAGASAKI 
UNIVERSITY 
NOAA/NMFS # 
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SENUGAL / / 


000000161479 


000000161452 


000000161451 


000000157939 


000000161521 


000000157476 


0000001 78900 


000000289343 


000000309288 
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UNKNOHN 000000164824 
/IKVANTOVAYA ELEKTRONIKA// 

00/02/1979, ¥0006,NO002, PP 0267-0273 

ALSO PP 281-303, 317-348, 351-354, 357-363, 

370-377, 394-397, 400-402, 408-411, 417-421 

SELECTIONS FROM THE JOURNAL “QUANTUM ELECTRONICS” 

185 PP 

QU 

JPRS L/8461 A 


UNKNOWN 000000157056 
/11PW-BERICHTE/ / 

00/02/1979, ¥0008,NO002, PP 0001-0007 

GDR SPEAKER HITS WESTERN RESTRICTIONS 

ON EAST-WEST TRADE 14 PP 

JPRS 73169 i‘ 


UNKNOWN 000000162874 
1 /SEEWIRTSCHAF T// 

00/02/1979, ¥0011,N0002, PP 0059-0064 

FIGURES PUBLISHED ON SHIPBUILDING INDUSTRY FOR 

1978 12 PP 

JPRS 73395 k 


UNKNOWN 000000241450 
1 ISEEWIRTSCHAF T// 

00/02/1979, V¥0011,NO002, PP 0059-0064 

FIGURES PUBLISHED ON SHIPBUILDING INOUSTRY FOR 

1978, 12 PP 

JPRS 73395 # 


UNKNOWN 000000191281 
/VELEC .-ELEKTROKHIMIYA// 

00/02/1979, ¥0015,NO002, PP 0163-0287 

SOVIET ELECTROCHEMISTRY 107 PP 

AVAIL LY SERIALS 

CONSULTANS BUREAU - COVER TO COVER # 


UNKNOWN 000000166225 
4#KOGYO GIJUTSU// 

00/02/1979, ¥0020,NO002, PP 0044-0046 

RECENT RESEARCH AND DEVELOPMENT TRENDS IN JAPAN 

REVIEWED 8 PP 

JPRS 73636 # 


UNKNOHN 000000183338 
//PHYSIC.-FIZIKA TVERDOGO TELA// 

00/02/1979, ¥0021 ,NO002, PP 0313-0640 

SOVIET PHYSICS SOLID STATE 378 PP 

AVAIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER i 


UNKNOWN 000000211207 
//RADIOTEKHNIKA I ELEKTRONIKA// 

00/02/1979, ¥0024,NO002, PP 0209-0424 

RADIO ENGINEERING AND ELECTRONIC PHYSICS 147 PP 

AVAIL LY SERIALS 

SCRIPTA PUBLISHING COMPANY COVER TO COVER f 


UNKNOWN 000000157176 
//STAAT UND RECHT// 

00/02/1979, ¥0028,N0002, PP 0116-0126 

EXPERTS DISCUSS ROLE OF STATE, LAW IN SCIENCE, 

TECHNOLOGY; NEED FOR REVISED LAWS 11 PP 
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JPRS 73155 : —— r 


UNKNOWN 000000185300 
FIYADERNAYA FIZIKA// 

00/02/1979, ¥0029,NO0002, PP 0289-0560 

SOVIET JOURNAL OF NUCLEAR PHYSICS 169 PP 

AVAIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER 4 


UNKNOWN 000000212181 
FTAVTOMATIKA I TELEMEKHANIKA/ / 

00/02/1979, ¥0040 ,NO002, PP 0005-0100 

AUTOMATION AND REMOTE CONTROL PART 1, 88 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER TO COVER # 


UNKNOWN 000000191267 
/TANTOMATIKA I TELEMEKHANIKA/ / 
00/02/1979, ¥0040,NOQ002, PP 0110-0206 


PART THO 

AUTOMATION AND REMOTE CONTROL 324 PP 

CONSULTANTS BUREAU - COVER TO COVER # 

UNKNOWN 000000309292 


/{NIHON.-NIPPON SUISAN GAKKAISHI// 
00/02/1979, ¥0045,NO002, PP 0135-0275 
BULLETIN OF THE JAPANESE SOCIETY OF SCIENTIFIC 
FISHERIES 
NOAA/NMFS # 


UNKNOWN 600000185382 
//ATOMNAYA ENERGIYA/? 

00/02/1979,¥0046,N0002, PP 0075-0136 

SOVIET ATOMIC ENERGY 159 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER T0 COVER i 


UNKNOWN 000000205262 
7/OPTIKA I SPEKTROSKOPIYA// 

00/02/1979, ¥0046 ,NO002, PP 0209-0414 

OPTICS AND SPECTROSCOPY 117-232 PP 

OPTICAL SOCIETY OF AMERICA COVER TO COVER # 


UNKNOWN 000000187675 
//ZHURNAL TEKHNIKA FIZIKA// 

00/02/1979,¥0049,NO0002, PP 0225-0448 

SOVIET PHYSICS-TECHNICAL PHYSICS 281 PP 

AVAIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER i] 


UNKNOHN 000000193458 
//ZHURNAL PRIKLADNOI KHIMII// 

00/02/1979, V¥0052,NO0002, PP 0241-0354 

JOURNAL OF APPLIED CHEMISTRY OF THE USSR 

PART 1, 106 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER T0 COVER ‘ 


UNKNOWN 000000193906 
//ZHURNAL PRIKLAONO! KHIMII// 

00/02/1979,¥0052,N0002, PP 0358-0477 

JOURNAL OF APPLIED CHEMISTRY OF THE USSR PART |! 

119 PP 

AVAIL LY SERIALS 
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CONSULTANTS BUREAU COVER 10 COVER r) 


UNKNOWN 
//BUL .-BYULLETEN’ EKSPERIMENTAL’NOI BIOLOGII 1 ME DITSINY// 
00/02/1979, ¥0087,¥0002, PP 0099-0187 
BULLETIN OF EXPERIMENTAL BIOLOGY AND MEDICINE 
74 PP 
AVAIL LY SERIALS 
CONSULTANTS BUREAU COVER TO COVER " 


UNKNOWN 
//DOKLADY AKADEMII NAUK SSSR// 
00/02/1979, ¥0244,N----, PP 0905-1427 
NOS 4-6 
DOKLADY PHYSICAL CHEMISTRY PROCEEDINGS OF THE 
ACADEMY OF SCIENCES OF THE USSR 197 PP 
AVAIL LY SERIALS 


CONSULTANTS BUREAU COVER T0 COVER # 
UNKNOHN 

/7JORNAL DE ANGOLA// 
01/02/1979,V----,N----, PP 0001 
ALSO P & 
MINISTER REVIEWS NATIONAL PETROLEUM SECTOR 5 PP - 
JPRS 73005 # 
UNKNOWN 

/#ZERI I POPULLIT// 
01/02/1979,V----,N----, PP 0001 


PAPER REVIEWS ECONOMIC ACHIVEMENTS, STRESSES 
1979 TASKS 4 PP 
FBIS-EEU-79-025, 5 FEB 1979, ¥ 2 NO 25 # 


UNKNOKN 
/7AL-AHRAM AL'IQTISADI// 
01/02/1979,V----,N----, PP 0001-0062 
EGYPTIAN FINANCIAL AND ECONOMIC POLICY, 1979 
51 PP 
JPRS 73146 # 


UNKNOWN 
//TEORIYA STRU IDEAL’NOY ZHIDKOSTI// 
01/02/1979,V--~-,N----, PP 0002-00093 
THEORY OF JETS IN IDEAL FLUIDS 7 PP 
* QUO 
JPRS L/8820 # 


UNKNOHN 
//BEIJING RIBAOs/ 
01/02/1979,V----,N----, PP 0004 
BEIJING ARCHITECTURAL PLASTIC PRODUCTS PLANT 
JPRS 73976 § 


UNKNOWN 
/fMOUDJAHID, EL// 
01/02/1979,¥----,N----, PP 0005 
ALGERIAN PLN ISSUES FOREIGN POLICY RESOLUTION 8 PP 
JPRS 72897 # 


UNKNOWN 
| PTETTELA'AT// 
01/02/1979, V----,N----, PP 0005 
HISTORY OF KHOMEYNI’S LEADERSHIP GIVEN 6 PP 
JPRS _73271_ a 4 
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000000176501 


000000187156 


000000166157 


000000173750 


000000156858 


000000215386 


000000178013 


000000159851 


000000161314 
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UNKNOWN 
//GL0B0, O// 
01/02/1979, ¥----,N----, PP 0027 
COMTINUING REPORTAGE ON TRADE, CULTURAL 
RELATIONS WITH PRC 6 PP 
JPRS 72006 # 


UNKNOWN 
‘MONITOR POLSKI// 
01/02/1979, V----,NO002, PP 0009-0010 
ITEM 11 
CENTRAL FUND FOR TOURISM, RECREATION CREATED 3 PP 
JPRS 73986 ft 


UNKNOWN 
/#VEDOMOSTI VERKHOVNOGO SOVETA RSFSR// 
01/02 1979,V¥----,NO005, PP 0067-9073 
OECREE ON OBLAST SOVIET ORGANIZATIONAL WORK 9 PP 
JPRS 73126 # 


UNKNOWN 

fISCINTEIAS?/ 
02/02/1979,¥----,N----, PP 0001-0002 
COMMUNIQUE ON FULFILLMENT OF 1978 SOCIOECONOMIC 
PLAN PUBLISHED 12 PP 


FBIS-EEU-79-029, VOL 2 NO 029, 9 FEB 1979 # 
" UNKNOWN 
/ /RABOTNICHESKO DELO// 
02/02/1979, V¥----,N----, PP 0001-0003 


COMMUNIQUE ON POLISH PARTY-STATE DELEGATION VISIT 
REPORTED 6 PP , 


FBIS-EEU-79-027 7 FEB 1979 VOL 2 NO 027 # 
UNKNOWN 

7 /HOSPODARSKE NOVINY// 
02/02/1979,V¥----,N----, PP 0008-0009 


DEPUTY MINISTERS DISCUSS FUELS, ENERGY 
PROBLEMS 13 PP 
JPRS 73100 i] 


UNKNOWN 
TEMA ARIVI/ 
02/02/1979,V----,N----, PP 0018 
MA'ARIY COMMENTS ON U. S. ISRAELI INFORMATION 
EXCHANGE 4 PP 
FBIS-MEA-79-025, 5 FEB 1979, V 5 NO 025 # 


UNKNOWN 
{EMA'ARIVG/ 
02/02/1979, V----,N----, PP 0029 
DISSENSION WITHIN SHEL] PARTY DISCUSSED 8 PP 
JPRS 72065 # 


UNKNOWN 
/ /BOHEMIA/ / 
02/02/1979, V---~-,N-~---, PP 0038-0041 
NICARAGUAN "HAR FRONT” REPORT 8 PP 
JPRS 73112 # 


UNKNOWN 
//MONITEUR BELGE// 
02/02/1979,¥----,N----, PP 1435-1440 
15 DECEMBER 1978-ROYAL DECREE AMENDING HEADS 
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000000154833 


000000178190 


000000156877 


000000210018 


000000209573 


000000157965 


000000173748 


000000154932 


000000157925 


000000282819 
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2 AND 3 OF THE GENERAL REGULATION ON TTHE 
PROTECTION OF LABOUR 
HSE 8298 # 


UNKNOWN 
//RED FLAG/? 
02/02/1979, ¥----,NO002, PP 0001-0072 
TRANSLATIONS FROM “RED FLAG” 2 FEB 1979 133 PP 
JPRS 73304 # 


UNKNOWN 
//RED FLAG// 
02/02/1979,¥----,NOO02, PP 0008-0011 
A NEW VICTORY OF SEEKING TRUTH FROM FACTS 7 PP 


JPRS 73304 f 


UNKNOWN 
//RED FLAG// 
02/02/1979, ¥----,NOO02, PP 0016-0018 
IT 1S IMPERATIVE TO RESPECT A PRODUCTION TEAM’S 
DECISION MAKING POWER 7 PP 
JPRS 73304 # 


UNKNOWN 
/7RED FLAG// 
02/02/1979, ¥----,NQ002, PP 0063-0065 
SOVIET AND VIETNAMESE AGGRESSORS WILL DEFINITELY 
BE PUNISHEO BY HISTORY 5 PP 
JPRS 73304 é 


UNKNOWN 
HILZVESTIYAS/ 
03/02/1979,V----,N----, PP 0001 
CPSU CENTRAL COMMITTEE ADDRESS ON ELECTIONS 
PUBLISHED 6 PP 


FBIS SOV~79-027 7 FEB 1979 VOL 3 NO 027 ] 
UNKNOWN 

FISCINTETA// 
03/02/1979, ¥----,N-~---, PP 0001-0002 


AGRICULTURAL MEASURES ADOPTED AT RCP CC PLENUM 
PUBLISHED 11 PP 


FBIS-EEU-79-028, VOL 2 NO 028, 8 FEB 1979 # 
UNKNOHN 

1} AN-NAHAR/ / 
03/02/1979, ¥----,N----, PP 0001-0009 
TEXT OF ‘ARAFAT INTERVIEW WITH BEIRUT AN-NAHAR 

10 PP 
FBIS-MEA-79-027 7 FEB 1979 VOL 5 NO 027 # 
UNKNOWN 

HHIZVESTIYA// 
03/02/1979,V----,N--~-, PP 0002 
GORBACHEY IN STAVROPOL 3 PP 
FBIS-SOV-79-033 15 FEB 1979 VOL 3 NO 033 # 
UNKNOWN 

//GLOBO, O// 
03/02/1979,¥----,N----, PP 0022 
BRANDAO TO SIMPLIFIY CONTROL OF CENTRAL BANK 8 PP 
CSO: 8142/0852-79 COMPLETED SPECIAL # 
UNKNOWN 
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000000209575 


000000210020 


000000209572 


000000150693 


000000156097 


000000165850 
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11DUGA/# 

03/02/1979, V----,.NO129, PP 0014-0015 

EMPLOYMENT, UNEMPLOYMENT FIGURES ANALYZED 6 PP 

JPRS 73598 # 

UNKNOWN 000000161411 
1 /NEPSZABADSAG/ / 

04/02/1979, ¥----,N----, PP 0001 

ALSO P 3 

1978 PLAN FULFILLMENT REPORT PUBLISHED 9 PP 

JPRS 72924 # 

UNKNOWN 000000310505 
//BAKINSKIY RABOCHIY// 

04/02/1979,¥-~---,N----, PP 0001 


AZERBAIJAN CC DISCUSSES ORGANIZATION OF 
AGRICULTURE IN SHEKI 6 PP 
JPRS 73126 # 


UNKNOWN 000000156936 
TIMILLIVET? / 

04/02/1979,V¥----,N----, PP 0002 

ALSO P 13 

STATE OF MODERN TURKISH AGRICULTURE DISCUSSED 

20 PP JPRS 73045 i] 


UNKNOWN 000000209593 
//PRAVODA/? 

04/02/1979,V----,N----, PP 0004 

"INTERNATIONAL TRUST’ DAMAGED BY U. S, POSITIONS 


OF SALT, PRC 

FBIS-SOV-79-026 6 FEB 1979 VOL 3 NO 026 # 

UNKNOWN 000000154795 
//FRANCE NOUVELLE? / 

05/02/1979,¥----,N----, PP 0026-0030 


COMMENTS ON ARTICLE IN USSR'S “KOMMUNIST” 
REVEALING 10 PP 
JPRS 73001 # 


UNKNOWN 000000219227 
/7/NONGCUN GONZUO TONGXUN/ / 

05/02/1979,V----,NO003, PP 0006 

FINANCIAL MATTERS OF PEOPLE’S COMMUNES 

DISCUSSED 9 PP 


JPRS 75544 4 

UNKNOWN : 00000263224 
//BREMEN FIRE SERVICE AND THE BREMEN CRIMINAL POLICE// 

06/02/1979,V----,N----, 

FIRE AND EXPLOSION 68 PP 

HSE 9441 i] 

UNKNOHN 000000157957 
/#SOIR, LE// 

06/02/1979,¥----,N----, PP 0001-0002 

NEW PROPOSALS, MEDIATION FAIL TO RESOLVE CRISIS; 

MARTEN'S INTERVIEW, PROPOSALS 6 PP 

JPRS 73091 # 

UNKNOWN 000000165098 
1 /KOMMUNIST// 

06/02/1979, ¥----,N----, PP 0002-0003 


RUSAKOV_IN ARMENIA 10 PP 
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SUPPLEMENT NO 4 
FBIS-SOV-79-047 8 MAR 1979 VOL 3 NO 4? # 


UNKNOWN 

HIMA’ARIVI/ es 
06/02/1979,¥----,N-~--, PP 0003 
REPORTS ON NATIONWIDE CONSEQUENCES OF POWER 
FAILURE 5 PP 
JPRS 73059 # 


UNKNOWN 
//PROBLEMI MIRA I SOTSIALIZMA// 
06/02/1979, V----,NQ003, PP 0050-0051 
SPEECH AT DECEMBER SOFIA CONFERENCE BY TUDEH’S 
ESKANDARI 3 PP 
QUO ANNEX NO 007 23 MAR 1979 VOL 3 NO 58 # 


UNKNOWN 

//CENTRE D’ESSAIS EN VOL BRETIGNY-SUR-ORGE// 
06/02/1979, V¥----,NOO12, 
DESCRIPTION OF THE TC 125 ABOARD THE MERCURY 
SIMULATOR 
NASA TM 75479 i] 


UNKNOWN 

/FBAKINSKTY RABOCHIY// 
07/02/1979,V----,N----, PP 0001 
ALSO PP 0002 
ALIYEVY IN BAKU 14 PP 
SUPPLEMENT 005 


FBIS-SOV-79-055 20 MAR 1979 VOL 3 NO 055 # 
UNKNOWN 
// JUVENTED REBELDE // 
07/02/1979, ¥----,N----, PP 0002 
INTERNAL ECONOMIC CONDITIONS REFLECTED IN 
PRESS 8 PP 
JPRS 73226 " 
UNKNOWN 
fISEL*SKAYA ZHIZN’// 
07/02/1979, ¥----,N-~--, PP 0003-0004 


REGULATION ON PRODUCTION ASSOCIATIONS IN 
AGRICULTURE DESCRIBED 26 PP 
JPRS 72970 # 


UNKNOWN 

F/SIN CHEW JIT POH MALAYSIA// 
07/02/1979,V¥----,N----, PP 0004 
THREE CHINESE FISHERMEN ON TRIAL FOR DRUG 
TRAFFICKING 2 PP 


0uU0 
JPRS L/8799 # 
UNKNOKN 
/#NEUES ODEUTSCHLAND/ / 
07/02/1979,V----,N-~-~, PP 0005 


CAMBODIA’S ROS SAMAY ADDRESSES BERLIN WPC 
SESSION 3 PP 
FBIS-EEU-79-032 VOL 2 NR 032 FEB 14 1979 # 


UNKNOWN 


/{LITERATURNAYA GAZETA// 
07/02/1979, ¥----,N----, PP 0013 
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000000150908 
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NR 614708) SELECTED ARTICLES 

LITERATURNAYA GAZETA 12 PP 

QUO COPYRIGHT INFO REFER OTHERS TO FID/STINFO 
FTD-ID(RS1T-1051-79 ] 


UNKNOWN 
//GENERAL-ANZEIGER: KOLNER STADT-ANZEIGER: WELTCH RONIK RHEINISCHE POST// 
08/02/1979,V¥----,N----, 
PRESS CUTTINGS ABOUT A DUST EXPLOSION IN A FLOUR 
MILL (ROLAND-MUHLE) IN BREMEN 


HSE 8280 # 
UNKNOWN 
LIZARYA YOSTOKA// 
08/02/1979, V----,N----, PP 0001-0003 
SHEVARDNADZE IN TBILISI 17 PP 
SUPPLEMENT 3 
FBIS-SOV-79-042 1 MAR 1979 VOL 3 NO 42 i] 
UNKNOWN 


/TAVANTE’// 
08/02/1979, V--~-,N----, PP 0006-0008 
CUNHAL ADDRESSES PCP RALLY IN LISBON 10 PP 
JPRS 72899 # 


UNKNOWN 

/ {DIARIO DE CENTROAMERICA// 
08/02/1979,¥----,N----, PP 0008-0010 
PHILOSOPHY, ACTIONS OF LUCAS GOVERNMENT DISCUSSED 
10 PP 
JPRS 72969 # 


UNKNOWN 
//CLARIN/? 
08/02/1979,V¥----,N----, PP 0012 
DOMESTIC, FOREIGN EVENTS REFLECTED IN PRESS 6& PP 
JPRS 72006 # 


UNKNOHN 

/ISTERN/ / 
08/02/1979,¥----,N----, PP 0068-0074 
FEOERAL OFFICE FOR PROTECTION OF CONSTITUTION 
CRITICIZED: POSTAL, ELECTRONIC SURVEILLANCE 7 PP 
0U0 
JPRS L/8390 # 


UNKNOWN 
/11WE-TAGESOIENST// 
08/02/1979,V¥----,NO022, PP 0002 
PROGRESS, TASKS OF SOCIAL SCIENCE RESEARCH 
PLAN REVIEWED 10 PP 
JPRS 73185 # 


UNKNOWN 
{ FIWE-TAGESDIENST// 
08/02/1979,¥----,NO022, PP 0002 
SCIENCE ACADEMY PRESIDENT SEES NEED 10 MODIFY 
RESEARCH POLICY & PP 
JPRS 73460 # 


UNKNOWN 
//WIRTSCHAFT, DIE// 
08/02/1979, ¥0034,NOQ002, PP 0016 
GREATER MATERIAL ECONOMY URGED TO OFFSET 
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RISING PRICES & PP 
JPRS 73100 # 


UNKNOHN 
LINYSHKA/ / 
09/02/1979,V----,N----, PP 0002 
AZERBAYDZHAN MINISTRY OF MOTOR TRANSPORT 
* UNDER FIRE 6 PP 


JPRS 73167 # 
UNKNOWN 

/FOTECHESTVEN FRONT// 
09/02/1979, V¥----,N----, PP 0006 


DRAGOYCHEVA INTERVIEWED ON YUGOSLAV REACTION TO 
HER MEMOTRS 3 PP 


FBIS-EEU-79-032 VOL 2 NR 032 FEB 14 1979 # 
UNKNOWN 

//JORNAL DO BRASIL// 
09/02/1979,¥----,N----, PP 0018 
RECENT OIL-RELATED DEVELOPMENTS REPORTED 17 PP 
JPRS 72969 # 
UNKNOWN 

/ FBOHEMIA// 


09/02/1979,V¥----,N----, PP 0066-0067 
NICARAGUAN NORTHERN FRONT CHIEF INTERVIEWED 6& PP 
JPRS 73112 # 


UNKNOWN 
//MARCHES TROPICAUX ET MEDITERRANEENS / / 
09/02/1979, V----,N----, PP 0611-0612 
DESTROURIAN PARTY PREPARES CONGRESS, WO0S 
YOUTH 6 PP 
oud 
JPRS L/8389 # 


UNKNOWN 
//ALUZBENI LIST SFRJ// 
09/02/1979,V----,NO006, PP 0179-0183 
REGULATION ISSUED ON MILITARY IDENTITY CARDS 
12 PP 
JPRS 73148 # 


UNKNOWN 
/ MERCURIO, EL// 
10/02/1979, ¥----,N----, 
PP A-~1 AND A-12 
LABOR LEADERS REACT FAVORABLY TO NEW UNION 
LAWS 7 PP 
JPRS 73072 i 


UNKNOWN 

i /PRAVDA// 
10/02/1979,V----,N----, PP 0002 
TIKHONOV IN NIKOPOL 4 PP 


FBIS-SOV-79-033 15 FEB 1979 VOL 3 NO 033 # 
UNKNOWN 
/IPRAVDA/ / 
10/02/4979,V----,N--~-, PP 0002 
KAPITONOV IN KINESHMA 4 PP 
FBIS SOV-79-034 16 FEB 1979 VOL 3 NO 634 i) 
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UNKNOWN 
f/BEIJING RIBAO// 
10/02/1979,V----,N----, PP 0002 
BETJING BUREAU OF MACHINE-BUILDING 
JPRS 73976 # 
UNKNOWN 
/IBEIJING RIBAQ// 
10/02/1979, V----,N----, PP 0002 
BEIJING CITY TRANSPORT COMPANY 
JPRS 73976 é 
UNKNOWN 


//FRANKFURTER ALLGEMEINE ZEITUNG// 
10/02/1979, ¥----,N----, PP 0013 
GISCARD SEEN FAILING T0 ’SAVE' FRANC & PP 
JPRS 72971 i] 


UNKNOWN 
1 PRAYDA/ / 
11/02/1979, ¥----,N----, PP 0001 
PRAVDA ANNOUNCES 1978 SOCIALIST COMPETITION 
WINNERS 4 PP 
FBIS-SOV~79-037 22 FEB 1979 VOL 3 NO 37 s 


UNKNOWN 
/IPRENSA, LA// 
11/02/1979,¥----,N----, PP 0002-0009 
ALSO PP 13-16 
WATER, POWER COMPANY DETAILS HYDROELECTRIC 
DEVELOPMENT 17 PP 
JPRS 73061 ft 


UNKNOWN 
‘CAMBIO SIXTEEN// 
11/02/1979,V----,N----, PP 0020-0023 
BASQUE COUNTRY SUFFERS SEVERE ECONOMIC CRISIS 8 PP 
Oud 
JPRS L/8346 # 


UNKNOWN 
/ MORGUNBLADID/ / 
11/02/1979, ¥----,N----, PP 0047-0050 
LEADERS READY DEBATE ON JAN MAYEN ISSUE FOR 
GENEVA 6 PP 
JPRS 73108 # 


UNKNOWN 
/ 7 AL-AKHBAR/ / 
12/02/1979, ¥----,N----, PP 0003 
NEW AIRPORT TERMINAL FOR CAIRO INTERNATIONAL 6 PP 


JPRS 73200 ¥ 
UNKNOWN 

/7AR-RAY AL-’ AMM// 

12/02/1979,¥----,N----, PP 0006 


FATAH SPOKESMAN SCORES REJECTIONIST LEADERS FOR 
ATTITUDES 3 PP 


FBIS MEA-79-034 16 FEB 1979 VOL 5 NO 34 A 
UNKNOWN 

//OLAY// 

12/02/1979,V¥----,N----, PP 0026-0028 


INHERENT POTENTIAL OF NORTHERN, SOUTHERN SECTORS 
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COMPARED 5 PP 
JPRS 73507 


UNKNOWN 

//SPEIGEL, OER// 
12/02/1979,V----,N----, PP 0102-0112 
IRAN REVOLUTION DISCUSSED 15 PP 
JPRS 73101 


UNKNOWN 
//PRAVDA// 
13/02/1979,V----,N----, PP 0002 
CPSU LEADERS MAKE ELECTION SPEECHES 
THROUGHOUT CQUNTRY 4 PP 
SUPPLEMENT 3 
FBIS-SOV-79-042 1 MAR 1979 VOL 3 NO 42 


UNKNOHN 

fBAKINSKIY RABOCHIY// 

13/02/1979, ¥----,N----, PP 0002-0003 
MEETING OF AZERBAIJAN PARTY AND ECONOMIC 
AKTIV 10 PP 
JPRS 73212 
UNKNOWN 

/7S1N CHEW JIT POH MALAYSIA// 
13/02/1979,¥----,N----, PP 0004 


CIA-RDP91-00403R000201260005-1 


IBAN MAN SENTENCED TO LIFE FOR SELLING MARIJUANA 


CIGARETTES 2 PP 
oud 
JPRS L/98799 


UNKNOWN 
/#FIORINO, IL// 
13/02/1979,V----,N----, PP 0010 


LABOR UNIONS’ STANCE ON ADHERENCE TO SME & PP 


JPRS 73109 


UNKNOWN 
T{PARTIYNAYA ZHIZN// 
13/02/1979, ¥----,NOQ004, PP 0023-0030 


SOVIET GENERAL STAFF CHIEF HITS THESIS DENYING 


IMPERIALIST THREAT 4 PP 

OUD 

ANNEX NO 008 

FBIS-SOV-79-060 27 MAR 1979 VOL 3 NO 060 


UNKNOWN 


//GESETZBLATT DER OEUTSCHEN DEMOKRATISCHEN REPUBL IK// 


13/02/1979,¥----,NO005, PP 0053 

PART | 

COMMUNAL ELECTIONS GUIDELINES, COMMENTARY 
PUBLISHED 9 PP 

JPRS 73238 


UNKNOWN 

f/PRAVDA/ 

14/02/1979,V----,N----, PP 0002 
SOLOMENTSEY SPEECH TO DON VOTERS 5 PP 
SUPPLEMENT 2 
FBIS-SOV-79-040 27 FEB 1979 VOL 3 NO 40 


UNKNOWN 
{1 SEUNE AFRIQUE // 
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000000158713 


000000161389 


000000150650 


000000159905 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


14/02/1979,¥----,N----, PP 0009-0011 

AFRICAN COUNTRIES CONTINUE TO FEEL EFFECTS 

OF COLONIALISM 6 PP 

QUO 

JPRS L/8393 # 


UNKNOWN 000000162823 
//AW DDR-AUSSENHIRTSCHAF T// 

14/02/1979, V¥0007,N0007, PP 0001-0002 

ALSO PP 7-8 

DETAILS OF CURRENT FOREIGN TRADE EFFORTS 

PUBLISHED 13 PP 

JPRS 73315 ] 


UNKNOWN 000000156908 
//BAKINSKIY RABOCHIY// 

15/02/1979,¥----,N--~--, PP 0001 

ALIVYEVY ADDRESSES AGRICULTURAL CONFERENCE 8 PP 

JPRS 73035 # 


UNKNOWN 000000150698 
FISCINTELA// 

15/02/1979, ¥---- ,N----, PP 00G1- 

CEAUSESCU'S REPORT SPEECH AT BUCHAREST PLANT 

MEETING 13 FEB 3 PP 

FBIS-EEU-79-038 23 FEB 1979 VOL 2 NO 038 $ 


UNKNOWN 000000155014 
1 IMOSKOVSKAYA PRAVDA/ / 

15/02/1979,¥----,N----, PP 0001-0003 

GRISHIN IN MOSCOW 16 PP 

SUPPLEMENT 005 

FBIS-SOV-79-055 20 MAR 1979 VOL 3 NO 055 i 


UNKNOWN 000000150651 
/ATZVESTIYA// 

15/02/1979, V----,N----, PP 0002 

GRISHIN ELECTION SPEECH 6 PP 

SUPPLEMENT 2 

FBIS-SOV-79-040 27 FEB 1979 VOL 3 NO 40 ’ 


UNKNOWN 000000150654 
/7RENMIN RIBAO// 

15/02/1979,V----,N----, PP 0003 

RENMIN RIBAO ON PARTY POLICY TOWARD NATIONAL 

BOURGEOISIE 4 PP 


FBIS-CHI-79-042 1 MAR 1979 VOL 1 NO 42 # 

UNKNOWN 000000162797 
/HAL-RIYAD// 

4510271979, N---=,N----, PP 0003 


STUDY OF RURAL FAMILIES FINDS IMPROVEMENT 
IN EDUCATION, STATUS OF WOMEN 9 PP 
JPRS 73322 # 


UNKNOWN 000000163856 
//POURQUOT PAS// 

15/02/1979,¥----,N---~, PP 0004-0009 

BELGIAN CONCERN FOR ZAIRIAN SITUATION EXPRESSED 

8 PP 

JPRS 73450 # 


UNKNOKN 000000157960 
HIFIORINO, IL// 
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15/02/1979,V¥----,N----, PP 0010 

CISL STUDY SHOWS HIGH EMPLOYMENT RATE FOR 
SERVICES SECTOR 9 PP 

JPRS 73091 


UNKNOHN 
//PRENSA, LA// 
15/02/1979,¥----,N----, PP 0012 
NATIONAL PROGRAM TO COMBAT CATTLE DISEASES 
DETAILED 10 PP 
JPRS 72102 


UNKNOWN 
//PRENSA, LA// 
95/0211979,.V---~,N-=--,, PP.O012 
NATIONAL PROGRAM TO COMBAT CATTLE DISEASE 
DETAILED 10 PP 
JPRS 73102 


UNKNOWN 

//01KONOMIKOS TAKHYOROMOS, 0// 
15/02/1979, ¥---- ,NO003, PP 0001 
ALSO PP 4, 5 
DEFENSE MINISTER, POLITICAL PARTY LEADERS 
INTERVIEWED ON CONSCRIPTION 8 PP 
JPRS 73273 


UNKNOWN 
//FREEDOM SOCIETY// 
16/02/1979,V----,N----, 


CIA-RDP91-00403R000201260005-1 


LET US PRESERVE THE ACHIEVEMENTS OF THE REVOLUTION 
BY ESTABLISHING A PEOPLE'S REVOLUTIONARY ARMY 


14 PP 
CSO: 8086/1147-79 COMPLETEO SPECIAL 
UNKNOHN 

//PRAVDA// 
16/02/1979,V----,N----, PP 0001 


PARTY, STATE RESOLUTION ON AGRICULTURAL 
ELECTRIFICATION 4 PP 
FBIS-SOV-79-047 8 MAR 1979 VOL 3 NO 047 


UNKNOWN 
//PRAVDA UKRAINY// 
16/02/1979, V----,N----, PP 0001-0002 
SHCHERBITSKIY IN KIEV 11 PP 
SUPPLEMENT 2 
FBIS-SOV-79-040 27 FEB 1979 VOL 3 NO 40 
UNKNOWN 
/1BOHEMIA/ / 
16/02/4979, V----,N----, PP 0040-0043 


HAVANA FOREIGN POLICY AIMS IN NICARAGUA, 
PANAMA 10 PP 
JPRS 73112 


UNKNOWN 
//STERN/ / 
16/02/1979, V----,N----, PP 0059-0065 


FEDERAL OFFICE FOR PROTECTION OF CONSTITUTION 


CRITICIZED; USE OF INFORMANTS 6 PP 
oud 
JPRS L/8390 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


0000001573907 


000000157973 


000000161536 


000000193269 


000000165092 


000000150652 


000000157923 


000000159899 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


UNKNOWN 000000171279 
//NANFANG RIBAO// 

17/02/1979, ¥----,N----, PP 0001 

ALSO P 3 

IMPLEMENTATION OF PRODUCTION RESPONSIBILITY 

SYSTEM DISCUSSED 5 PP 

JPRS 73796 # 


UNKNOWN 000000165472 
//PRAVDA/? 

17/02/1979,¥----,N----, PP 0002 

ROMANOV IN LENINGRAD 3 PP 

FBIS-SOV-79-043 2 MAR 1979 VOL 3 NO 43 # 


UNKNOWN 000000150687 
FLTZVESTIVA/? 

17/02/1979,V----,N----, PP 0005 

IZVESTIYA’S MATVEYEV ON THREATENING SITUATION 

3 PP 

FBIS-SQ¥-79-037 22 FEB 1979 VOL 3 NO 37 é 


UNKNOWN 000000161073 
/ }AL-NAHAR/ / 

17/02/1979,¥----,N----, PP 0006 

TUDEH PARTY CALLS FOR UNITED FRONT OF 

FREEDOM FIGHTERS 6 PP 

JPRS 73353 i 


UNKNOHN 000000161528 
FAAYDINLIK/ / 

17/02/1979, ¥----,N----, PP 0006 

TCP COMMENTS ON KURDISH INDEPENDENCE MOVEMENT 4 PP 

JPRS 73273 " 


UNKNOWN 000000157863 
//DITARIO DE NOTICIAS// 

17/02/1979, V----,N----, PP 0027-0028 

POLITICAL, ECONOMIC LEADERS ANALYZE ECONOMIC 

MODEL 13 PP 

JPRS 73064 # 


UNKNOWN 000000154838 
FINYSHKA?// 

17/02/1979,V¥----,NO017, PP 0002 

SHORTCOMINGS IN AZERBAYDZHAN OIL INDUSTRY 

PERSONNEL 6 PP 

JPRS 73015 # 


UNKNOWN 000000150586 
1} DAWN? / 

18/02/1979, ¥----,N----, PP 0001 

ALSO PP 12 

HAG CBS INTERVIEW ON RELATIONS WITH U. S. BHUTTO 

5 PP 

FBIS-MEA-79-041 28 FEB 1979 VOL 5 NO 41 # 


UNKNOWN 000000172783 
//OPINION, LA// 

18/02/1979, ¥----,N----, PP 0002-0005 

MIDDLE EAST, FOCUS OF HATE AND INTRIGUES 24 PP 

CSO: 9048/1075-79-COMPLETED SPECIAL # 


UNKNOWN 000000159831 
£/TQ VIMA// 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


18/02/1979, V---~,N----, PP 0007 

PASOK CENTRAL COMMITTEE MEMBERS REPORTED 9 PP 

JPRS 73175 # 

UNKNOWN 000000157058 


/1ZYCIE GOSPODARCZE// 
18/02/1979, V¥----,NOOO7, PP 0007 

NEH LAW STRESSES IMPROVED CONSTRUCTION QUALITY 

& PP 

JPRS 73169 # 


UNKNOWN 000000158032 
F/UNITA, L'// 

19/02/1979,V¥----,N----, PP 0001-0002 

BERLINGUER DISCUSSES GOVERNMENT CRISIS, PCI 

PROPOSALS 8 PP 

JPRS 72936 # 


UNKNOWN 0000001579493 
/ISPIEGEL, DER// 

19/02/1979, ¥----,N----, PP 0026-0033 

OIL SUPPLY, OVERALL ENERGY POLICIES EXAMINED 14 ie 

JPRS 73091 


UNKNOWN 000000150879 
HT AFRIQUE-ASIE// 

19/02/1979,V----,N----, PP 0028-0029 

ANGOLAN FOREIGN MINISTER PAULO JORGE 

INTERVIEWED 4 PP 

QUO ANNEX . 

FBIS-SSA-79-038 23 FEB 1979 VOL 8 NO 038 # 


UNKNOHN 000000161433 
//1WE-RAGESDIENST// 

19/02/1979,¥----,N0027, PP 0003 

INTERNATIONAL LEGAL NATURE OF GDR-FRG BORDER 

PROTOCOL 9 PP 

JPRS 73282 # 


UNKNOWN 000000150695 
/INEUES DEUTSCHLAND? / 

20/02/1979,¥----,N----, PP 0001 

TREATY OF FRIENDSHIP AND COOPERATION BETWEEN THE 

GOR AND THE PEOPLE’S REPUBLIC OF ANGOLA 3 PP 

FBIS-SSA-79-039 26 FEB 1979 VOL 8 NO 039 # 


UNKNOWN 000000156907 
/ISOVIETSKAYA ROSSIYA// 
4 20/02/1979,V----,N----, PP 0001 
ALSO PP 3 
SOLOMENTSEV REVIEWS RSFSR TASKS IN DEVELOPMENT 
OF SOCIALIST COMPETITION 9 PP 
JPRS 73035 ' 


UNKNOWN 000000165099 
t/PRAYDA/ f 

20/02/1979,¥----,N----, PP 0002 

KUNAYEVY SPEECH IN ALMA-ATA 9 PP 

SUPPLEMENT NO 4 


FBIS-SOV-79-047 8 MAR 1979 VOL 3 NO 47 # 

UNKNOWN 000000160626 
FESTADA, O// 

20/02/1979, V----,N----, PF 0036 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


PRESS COVERAGE OF RECENT OIL-RELATED DEVELOPMENTS 
13 PP 
JPRS. 72969 ‘ 


UNKNOWN 

/ ABUL .-BULETINUL OF ICIAL// 
20/02/1979,¥----,NOO16, PP 0001-0006 
PART 1 
AMENDED DECREE ON MINISTRY OF MACHINE BUILDING 
INDUSTRY 13 PP 
JPRS 73597 ] 


UNKNOWN 
FFZARYA VOSTOKA// 
21/02 1979,V¥----,N----, PP 0001 
ALSO PP 3 
SHEVARDNAZE PRESENTS AWARD TO PORT WORKERS 8 PP 
JPRS 73137 # 


UNKNOHN 
//ZERI IL POPULLIT// 
21/02/1979, V----,N-~---, PP 0001 
LAW ON 1979 STATE PLAN APPROVED 8Y PEOPLE'S 
ASSEMBLY 7 PP 
JPRS 72958 # 


UNKNOWN 
1/TOGO-PRESSE // 

21/02/1979, V----,N----, PP 0001 

ALSO P 8 

JOINT GAMBIA-TOGO COMMUNIQUE REVIEWS SITUATION 

IN AFRICA 4 PP 

JPRS 73268 . # 


UNKNOWN 
11 1WE-TAGESDIENST/ / 
21/02/1979,¥----,N0028, PP 0004 
CITIZENS’ PERFORMANCE OF BASIC 
DUTIES ANALYZED 11 PP ; 
JPRS 73376 r] 


UNKNOWN 
//NEUJES DEUTSCHLAND/ / 
22/02/1979,V¥----,N----, PP 0001 
JOINT DECLARATION ON VISIT 4 PP 
FBIS-SSA-79-041 28 FEB 1979 VOL 8 NO 041 # 


UNKNOWN 
i 1MOSKOVSKAYA PRAVDA/ / 
22/02/1979,¥----,N----, PP 0001 
ALSO P 3 
GRISHIN SPEAKS AT MOSCOW MEETING 8 PP 
JPRS 73190 # 


UNKNOWN 
//PRAVDA// 
22/02/1979,V----,N----, PP 0002 
PELSHE IN RIGA 7 PP 
SUPPLEMENT 3 
FB1S-SOV-79-042 1 MAR 1979 VOL 3 NO 42 # 


UNKNOWN 


//PRAVDA/? 
22/02/1979, V----,N----, PP 0003 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


000000165833 


000000157196 


000000157020 


000000161234 


000000162928 


000000150587 


000000159914 


000000150641 


000000150718 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


LENART ELABORATES ON ECONOMIC TASKS, POLICY 
6 PP 


FBIS-EEU-79-040 27 FEB 1979 VOL 2 NO 040 # 


UNKNOWN 
//COMPUTER-AIDEO DESIGN SYSTEMS, DEVELOPMENT, COORDINATION AND APPROVAL OF THE TECHNICAL ASSIGNMENT // 
22/02/1979,¥----,N----, PP 0010-0013 
GOST 23501.2-79 
COMPUTER-AIDED DESIGN SYSTEMS. DEVELOPMENT, 
COORDINATION AND APPROVAL OF THE TECHNICAL 
ASSIGNMENT 5 PP 
OUO COPYRIGHT INFO REFER OTHERS TO FTD/STINFO 
AIR/FTO-ID(RS) T-0013-81 # 


UNKNOWN 
/#COMPUTER AIDED DESIGN SYSTEMS. DEVELOPMENT, AGREEMENT AND APPROVAL OF THE TECHNICAL PROPOSAL // 
22/02/1979, ¥--~-,N----, PP 0014-0017 
GOST 23501 .3-79 
COMPUTER AIDED DESIGN SYSTEMS. DEVELOPMENT, 
AGREEMENT AND APPROVAL OF THE TECHNICAL PROPOSAL 


6 PP 
QU0 COPYRIGHT INFO REFER OTHERS TO FTD/STINFO 
AIR/FTD-ID(RS}T-0012-81 i] 
UNKNOWN 

1 ESTERN// 
22/02/1979, V¥----,N----, PP 0063-0065 


FEDERAL OFFICE FOR PROTECTION OF CONSTITUTION 
CRITICIZED: LACK OF SECURITY 6 PP 

oud 

JPRS L/8390 i] 


UNKNOWN 

/#BAKINSKIY RABOCHIY// 
23/02/1979,V¥----,N---~, PP 0001-0002 
ALIYEV DISCUSSES ECONOMIC ISSUES AT AWARD 
CEREMONY 26 PP 


JPRS 73270 # 
UNKNOWN 
HTLENINSKOYE ZNAMYA// 
23/02/1979,V¥----,N----, PP 0001-0002 
ANDROPOV 22 FEB SUPREME SOVIET ELECTION SPEECH 
10 PP 
FBIS-SOV-79-067 5 APR 1979 VOL 3 NR. 067 # 
UNKNOWN 
PIYZVESTIYAS/ 
23/02/1979,V----,N----, PP 0002 


ANDROPOV IN STUPINO 8 PP 
SUPPLEMENT 3 


FBIS-SOV¥~79-042 1 MAR 1979 VOL 3 NO 42 4 
UNKNOWN 
//YEDI’OT AHARONOT// 
23/02/1979,V----,N----, PP 0008 
SHARON COMMENTS ON NEED FOR W. BANK SETTLEMENTS 
3 PP 
FBIS-MEA-79-039 26 FEB 1979 VOL 5 NO 39 ’ 
UNKNOWN 


/1AL-WATAN AL-'ARABI// 
23/02/1979, V¥----,N----, PP 0017-0018 
“ARAFAT GRANTS INTERVIEW TO AL-WATAN AL-'ARABI 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


000000273796 


000000273795 


000000159900 


000000161500 


000000224705 


000000150640 


000000150696 


000000150584 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


4 PP 
QUO ANNEX 005 
FBIS-MEA-79-041 28 FEB 1979 VOL 5 NO 41 ‘ 


UNKNOWN 000000157063 
//MONDO, IL// 

23/02/1979, V----,N----, PP 0020-0029 

ARMED FORCES PROMOTIONAL LAWS EXAMINED 15 PP 

0U0 

JPRS L/8377 i] 


UNKNOWN 000000162929 
/7MARCHES TROPICAUX ET MEDI TERRANEENS/ ? 

23/02/1979,¥----,N----, PP 0491-0493 

PETROLEUM ACTIVITIES IN AFRICA 1978-1979 7 PP 

0uU0 

JPRS 1/8438 4 


UNKNOWN 000000162937 
/IMARCHES TROPICAUX ET MEDI TERRANEENS/ / 

23/02/1979,V¥~---,N----, PP 0495-0498 

CCCE COMMITMENTS TO AFRICAN, INOIAN OCEAN 

STATES REPORTED 16 PP 


0U0 

JPRS 1/8438 # 

UNKNOWN 000000150697 
HIYOMLURT SHIMBUN/ / 

24/02/1979, ¥----,N----, PP 0001 


DEFENSE AGENCY REPORTS MOVEMENT OF USSR 

PACIFIC FLEET FLAGSHIP 3 PP 

0u0 

ANNEX 

FBIS-APA-79-039 26 FEB 1979 VOL 4 NO 39 ] 


UNKNOWN 000000155015 
/ MOSKOVSKAYA PRAVDA// 

24/02/1979,V----,N----, PP 0002 

USTINOV MOSCOW SPEECH 12 PP 

SUPPLEMENT 005 


FBIS-SOV-79-055 20 MAR 1979 VOL 3 NO 055 PF 

UNKNOWN . 000000150588 
//VANGUARDIA, LA// 

34/02/1979, ¥----,N----, PP 0038 

DEPUTY PREMIER ABRIL EXPLAINS UCD ECONOMIC 

POLICY 3 PP 

FBIS-WEU-79-041 28 FEB 1979 VOL 7 NO 41 F 

UNKNOWN 000000178158 


//QUNZHONG CANKAQ XIAOXI BAO// 
24/02/1979, ¥----,NOO04, PP 0001 
STANOING COMMITTEE MEMBER CHEN YISONG VISITED 1 PP 
JPRS 73987 # 


UNKNOHN 000000178159 
//QUNZHONG CANKAO XIAOXI BAQ// 

24/02/1979, V----,NO004, PP 0004-0005 

OPEN MESSAGE TO TAIWAN NEWS MEDIA 1 PP 

JPRS 73987 P 


UNKNOWN 000000178160 
//QUNZHONG CANKAO XIAOXI BAQ/s/ 
24/02/1979, V-~--,NQQ04, PP 0005-0006 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


CONTROVERSY OVER ‘DEMOCRATIC WALL’ AT TAIWAN 
UNIVERSITY 2 PP 


JPRS 73987 # 

UNKNOWN . 000000161545 
/1DAGENS NYHETER// 

25/02/1979, ¥---~,N----, PP 0002 

DEFENSE PLANNERS MUST EVALUATE TYPE OF RISKS 

3 PP 

JPRS 73273 ' 

UNKNOWN 000000165964 
/1NIHON.-NIHON KEIZA] SHINBUN/ / 

25/02/1979,V----,N----, PP 0006 


EFFECTS OF SINO-VIETNAMESE CONFLICT ON JAPANESE 
TRADE WITH VIETNAM 5 PP 

ouo 

JPRS 1/8431 f 


UNKNOWN 000000150656 
//MUNDO OBRERO/ / 

25/02/1979,V----,N----, PP 0007 

CARRILLO INTERVIEW ON PCE POSTELECTION STATUS 

4 PP 

FBIS-WEU-79-042 1 MAR 1979 VOL 7 NO 42 4 


UNKNOWN 000000168518 
1 IZHEXUE YANJIU// 

25/02/1979, ¥----,NO002, PP 0003-0006 

HISTORICAL MATERIALISM, SOCIALIST MODERNIZATION 

UNDERGOING DEVELOPMENT 7 PP 

JPRS 73710 # 


UNKNOWN 000000150637 
//PRACE// 

26/02/1979,¥----,N----, PP 0001 

HOFFMANN INTERVIEWED ON INDOCHINA, INDIA TOUR 3 PP 

FBIS-EEU-79-042 1 MAR 1979 VOL 2 NO 42 f 


UNKNOWN 000000150655 
FINEUES DEUTSCHLAND/ / 

26/02/1979,¥----,N----, PP 0002 

JOINT COMMUNIQUE 8 PP 

FBIS-SSA-79-042 1 MAR 1979 VOL 8 NO 42 i] 


UNKNOWN 000000172655 
//SPIEGEL, DER// 

26/02/1979,V¥----,NO009, PP 0114-0123 

NAUGHTY CHILDREN IN CHINA'S GARDEN 19 PP 

DIA LN 208-79 # 


UNKNOWN 000000156745 
/FKOMMUNIST TAOZHIKISTANA/ / 

27/02/1979,V¥----,N----, PP 0001 

GAPUROV: DELIVERS PRE-ELECTION SPEECH & PP 

JPRS 73170 # 


UNKNOWN 000000161512 
/IMOSKOVSKAYA PRAVDA/ / 

27/02/1979, ¥----,N----, PP 0001 

ALSO P 3 

OPERATION AND REPAIR OF HOUSING FACILITIES IN 

MOSCOW 6 PP 

JPRS 73277 a 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 


UNKNOWN 

/1SOVETSKAYA BELORUSSIYA// 
27/02/1979,V----,N----, PP 6001-0002 
GROYMKO IN MINSK 93 PP 
SUPPLEMENT 005 
FBIS-SOV-79-055 20 MAR 1979 VOL 3 NO 055 


UNKNOWN 

/ JMADAGASCAR-MATIN// 
27/02/1979,V¥----,N----, PP 0001-0003 
SWISS-MALAGASY COOPERATION DISCUSSED 5 PP 
JPRS 73299 
UNKNOWN 

A1U2VESTIYA/?# 
27/02/1979,V¥----,N----, PP 0002 


GROMYKO IN MINSK 5 PP 
FBIS-SOV-79-043 2 MAR 1979 VOL 3 NO 43 


UNKNOWN 
HFAL-NIDA’// 
27/02/1979, V----,N-~--, PP 0006 


CIA-RDP91-00403R000201260005-1 


ABU-BAKR BADHIB SPEAKS ON ROLE OF YEMEN SOCIALIST 


PARTY 7 PP 
JPRS 73343 


UNKNOWN 


/ICONTAINER SHIPPING LINES IN WESTERN EUROPE // 


28/02/1979,V----,N----, 


CONTAINER SHIPPING LINES IN WESTERN EUROPE 5 PP 


DEPT OF STATE AIRGRAM A-24 


UNKNOWN 
1 4AD-DUSTUR/ / 
28/02/1979,¥----,N----, PP 0001 
ABU MAYZAR SPEAKS ON JORDANIAN-PLO DIALOG, 
ARAB SITUATION 3 PP 
FBIS-MEA-79-042 1 MAR 1979 VOL 5 NO 42 


UNKNOWN 
/#MONDE, LE// 
28/02/1979, V----,N----, PP 0001 


BAZARGAN COMMENTS ON DIVISION OF AUTHORITY IN 


COUNTRY 3 PP 
FBIS-MEA-79-042 1 MAR 1979 VOL 5 NO 42 
UNKNOWN 
/fSOIR, LE// 
28/02/1979,V----,N----, PP 0002 


NEW PROPOSALS, MEDIATION FAIL TO RESOLVE CRISIS; 


SURVEY OF POLITICAL REACTIONS 6 PP 
JPRS 73091 


UNKNOHN 

//PRAVDA// 
28/02/1979,V----,N----, PP 0002 
KIRILENKO IN SVERDLOVSK 9 PP 
FBIS-SOV-79-043 2 MAR 1979 VOL 3 NO 43 


UNKNOHN 
FIGENTE// 
28/02/1979,V----,N----, PP 0017-0021 


ARTICLE EXAMINES IDEOLOGIES, IMPLICATIONS OF 


CONSTITUTION 8 PP 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


000000155016 


000000165961 


000000165474 


000000161056 


000000207174 


000000150642 


000000150643 


000000157958 


000000165475 


000000157914 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


JPRS 72112 a 


UNKNOWN 000000157915 
//GENTE/? 

28/02/1979,¥----,N----, PP 0072-0074 

REPORT DESCRIBES EXUADOREAN “TORTURE” INCIDENT 

& PP 

JPRS 73112 # 


UNKNOWN 000000162734 
{ILI TERATURNAYA GAZETA// 

28/02/1979,¥----,NO009, PP 0013 

USSR DEPUTY MINISTER OF LIGHT INDUSTRY RESPONDS 

TO CONSUMER COMPLAINTS 5 PP 

JPRS 73420 # 


UNKNOWN 000000196111 
//HARA HARA DOKEI// 

28/02/1979, ¥0002,N----, PP 0001-0066 

HARA HARA DOKEI 193 PP 

CSO: 8329/1706-79 COMPLETED SPECIAL ] 


UNKNOWN 000000172186 
f#NODONG SINMUN// 

00/03/1979,V----,N----, 

“NODONG SINMUN” EDITORIALS FOR MARCH 1979 9 PP 

JPRS 73806 # 


UNKNOWN 000000261222 
//BUNDESAMT FUER WEHRTECHNIK UNO BESCHAFFUNG/ / 

00/03/1979,V----,N----, 

MILITARY TIRES, TECHNICAL END ITEM SPECIFICATIONS 

18 PP 

OUO COPYRIGHT INFO REFER OTHERS 10 FSTC 

ARM/FSTC-HT-311-80 # 


UNKNOWN 000000300752 
FINOTA “TANKVERVANGING BIJ DE KONINKLIJK LANDMACHT"// 

00/03/1979, V----,N----, 

“TANK REPLACEMENT IN THE ROYAL ARMY“ 12 PP 

ITAC K-9433 # 


UNKNOWN 000000156492 
//TRYBUNA, LUOU// 

00/03/1979,V¥----,N----, PP 0001 

17-18 MAR 1979 ALSO PP 3 

GIEREK'S 16 MARCH PRESS CONFERENCE REPORTED 

FBIS-EEU-79-057 22 MAR 1979 VOL 2 NO 57 # 


UNKNOHN 000000158420 
//QUAN DOI NHAN DAN// 

00/03/1979, V----,N----, PP 0001 

ALSO PP 4 

QUAN DOI NHAN DAN EXHORTS PEOPLE 10 INTENSIFY 

DEFENSE MIGHT 4 PP 


FBIS-APA-79-G70 10 APR 1979 VOL 4 NO 70 # 

UNKNOWN 000000162704 
H/BNIS// 

00/03/1979, V----,N----, PP 0001 


1, 4, 5 MAR 1979, ALSO PP 5, 8 

REGIME’S LAND DISTRIBUTION ACHIEVEMENTS DETAILED 
5 pp 

JPRS 73423 ‘ 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


UNKNOWN 

//AL-BAYANE // 
00/03/1979,V----,N----, PP 0001 
18, 19 MAR 1979: ALSO P 3 
PPS CENTRAL COMMITTEE MEETS 5 PP 


JPRS 734934 é 
UNKNOWN 

/ METEOROLOGICAL DAMAGES IN OKINAWA PREFECTURE, | TYPHOON DAMAGES,! OKINAWA METEOROLOGICAL OBSERVATO RY// 
00/03/1979,¥----,N----, PP 0001-0183 


METEOROLOGICAL DAMAGES IN OKINAWA PREFECTURE 
(TYPHOON DAMAGES! 284 PP 

QUO COPYRIGHT MATERIAL REFER OTHERS TO FID/STINFO 
AIR/FTD-ID(RS) T-0029-80 s 


UNKNOWN 
/THALKIN SESI// 
00/03/1979,V----,N----, PP 0003 
12-14 MAR 1979, 
TFSC LEADERS DISCUSS INTERCOMMUNAL CONFLICT, 
PEACE 58 PP 
JPRS 73418 # 


UNKNOWN 
7 /GRANMA/ / 
00/03/1979,¥----,N----, PP 0003 
17, 23, 25 MAR 1979: ALSO PP & 
USSR, POLISH ECONOMIC ASSISTANCE, AGREEMENTS, 
CONTRASTS 9 PP 
JPRS 73425 # 


UNKNOWN 
1/7 JTEFANGJUN HUABAO/ / 
00/03/1979,¥----,N----, PP 0006-0007 
UNIT AIMS TO MAKE EVERY SOLDIER A POTENTIAL TANK 
DESTROYER 
JPRS 73941 s 


UNKNOWN 
/IPAIS, EL// 
00/03/1979,¥----,N----, PP 0007 
1, 2, 7 MAR 1979; ALSO PP 9, 5 
MILITARY SUPREME COURT TRIES SUBVERSIVES 10 PP 
JPRS 73425 i] 


UNKNOWN 

//REVUE.-REVISTA DE OBRAS PUBLICAS// 
00/03/1979,¥----,N----, PP 0007 
DRILLING AND FACING THE VILLAREJO TUNNEL 
{TAJO-SEGURA AQUEDUCT STRETCH) 11 PP 
DIA LN-047 # 


UNKNOWN 
/#PAIS, EL// 
00/03/1979,¥----,N----,- PP 0008 
11, 12 MAR 1979, ALSO P 10 
“EL PAIS" LOOKS INTO RESULTS, CONSEQUENCES OF 
ELECTIONS 17 PP 


JPRS 73254 fs 
UNKNOWN 

//DEFENSE INTERARMEES/ / 
00/03/1979,V¥----,N----, PP 0015-0021 


NATION’S AIR DEFENSE SYSTEM REVIEWED IN DETAIL 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


000000164778 


000000235042 


0900000162678 


000000163951 


000000189865 


000000163954 


000000312227 


000000157454 


000000161535 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


413 PP 
JPRS 73273 # 


UNKNORN 000000157453 
//BLANCO Y NEGRO// 

00/03/1979, V----,N----, PP 0016-0019 

7-13 MAR 1979 

POST-ELECTION ANALYSIS OF VOTING TRENDS REPORTED 

8 PP 

JPRS 73254 ‘ 


UNKNOWN 600000165095 
//AFRIQUE-ASIE// 

00/03/1979, V¥----,N----, PP 0017-0019 

5-18 MAR 1979, 

AL-QADHDHAFI1 ON ARAB ISSUES, POSSIBLE PACT WITH 

ETHIOPIA 3 PP 


0u0 

ANNEX NO 007 

FBIS-MEA-79-047 VOL 5 NO 047 # 

UNKNOWN 000000158860 
/ MONDAY MORNING/ / 

00/03/1979, ¥----,N-~--, PP 0018-0021 


19-25 MAR 1979 

PLO'S KHALIO AL-HASAN ON ARAB RESPONSE TO PEACE 
TREATY 3 PP 

FBIS-MEA-79-058 23 MAR 1979 VOL 5 NO 058 # 


UNKNOWN 000000165238 
//DIYARUNA WA AL-’ALAM// 

00/03/1979,¥----,N----, PP 0032-0033 

PETROLEUM MINISTER ON OIL PRICING, PROFITS, 

GULF COOPERATION 7 PP 


JPRS 73583 # 

UNKNOWN 000000164795 
//0EFENSE INTERARMEES/ / 

00/03/1979,¥----,N----, PP 0038-0043 

A CLOSE LOOK AT THE MINESWEEPER “ERIDAN™ 12 PP 

JPRS 73470 i] 

UNKNOWN 000000192923 
1 /OUTER-MER/ / 

00/03/1979, V¥----,N----, PP 0041-0042 

LONG-RANGE PROJECT MAY IMPROVE RAILROAD 3 FP 

JPRS 74016 # 

UNKNOHN 000000171296 
//HADARAT AL-ISLAM// 

00/03/1979,V¥----,N----, PP 0041-0046 


KHOMEYNI INSISTS NO SEPARATION OF POLITICS, 
RELIGION 6 PP 
JPRS 73794 # 


UNKNOWN 000000216656 
/ FWEHRTECHNIK // 
. 00/03/1979,¥----,N----, PP 0083-0084 
THE APE COMBAT ENGINEER RECONNAISSANCE VEHICLE 
sFSTC SERIAL NO. 625-79 # 


UNKNOWN 000000162852 


/iMUNCA DE PARTIO// 
00/03/1979, V¥----,N----, PP 0083-0086 
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PARTY OFFICIALS CENSURED FOR FALSIFICATION OF 
STUDENT RECORDS 5 PP 
JPRS 73318 # 


UNKNOWN 000000162832 
fIMUNCA DE PARTID/? 

00/03/1979,¥----,N----, PP 0087-0089 

PARTY OFFICIALS CITED FOR ABUSING POSITIONS 5 PP 

JPRS 73318 # 


UNKNOWN 000000166811 
//POLITIEK EN CULTUUR/ / 

00/03/1979,V----,N----, PP 0135-0140 

CPN ADVOCATES COMMUNISTS IN EUROPEAN PARLIAMENT 

6 PP 

JPRS 73687 i] 


UNKNOWN 000000171581 
//GAZETA ZYRTARE// 

00/03/1979, V----,NO001, PP 0014-0023 

LAW ON REGISTRATION OF VITAL STATISTICS 9 PP 

JPRS 73792 # 


UNKNOKN 000000171582 
//GAZETA ZYRTARE// 

00/03/1979, V¥----,NOGO1, PP 0024-0029 

LAW ON POSTAL, TELECOMMUNICATIONS SERVICES 5 PP 

JPRS 73792 4 


UNKNOWN 000000164776 
/4YICHUAN UU YUZHONG/ / 

00/03/1979,¥----,NOO02, PP 0020-0021 

NEW VARIETIES OF RICE 6 PP 

JPRS 73482 i] 


UNKNOWN 000000172942 
//MILITARWESEN/ / 

00/03/1979, ¥---- ,NOO03, 

TABLE OF CONTENTS ONLY 

MILITARY AFFAIRS 2 PP 

tT TAC-K-9472 i 


UNKNOWN 000000177945 
FINOY .-VOYENNYY VESTNIK// 

00/03/1979, V¥---~ ,NO003, 

MILITARY HERALD 172 PP 

QUO COPYRIGHT INFO NOT IN THE PUBLIC DOMAIN 

ITAC K-9520 # 


UNKNOWN 000000180414 
//ZHONGGUO SHOUYU ZAZHI// 

00/03/1979, V----,NO003, 

CHINESE VETERINARY MEDICINE JOURNAL 2 PP 

JPRS 74087 # 


UNKNOWN 000000190281 
//V¥VESTNIK PROTIYOVZDUSHNOY OBORONY// 


00/03/1979,V¥----,NO003, 
AIR DEFENSE HERALD 
*ITAC K-9511 # 


UNKNOHN 000000193914 


//TECH.-TEKHNIKA I VOORUZHENIYE// 
00/03/1979, ¥----,N0003 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


TECHNOLOGY & ARMAMENT 122 PP 
ITAC K-9571 # 


UNKNOWN 
1 INOY .~VOYENNO-MEDITSINSKIY ZHURNAL // 
00/03/1979, ¥----,N0003, 
MILITARY MEDICAL JOURNAL 
xITAC K-9510 L] 


UNKNOWN 
HITYL 1 SNABZHENIYE SOVETSKIKH YOORUZHENNYKH SIL 
00/03/1979, ¥----,N0003, 
REAR AND SUPPLY OF THE SOVIET ARMED FORCES 
s1TAC K-9512 4 


UNKNOWN 

H/TYL 1 SNABZHENIYE SOVETSKIKH YOORUZHENNYKH SIL 
00/03/1979, ¥----,NO003, 
REAR AND SUPPLY OF THE SOVIET ARMED FORCES 146 PP 
ARM/FSTC/HT-518-79 

ITAC K-9512 # 


UNKNOWN 
FAVESTNIK PROTIVOVOZDUSHNOY OBORONY / / 
00/03/1979, ¥----,N0003, 
ANTIAIRCRAFT DEFENSE HERALD 148 PP 
ARM/FSTC-HT-554-79 # 


UNKNOWN 
//¥OY.-VOYENNYY VESTNIK// 
00/03/1979, ¥----,NO003, 
MILITARY HERALD 170 PP 
ARM/FSTC-HT-530-79 
ITAC K-9520 tt 


UNKNOWN 
f#TYL 1 SNABZHENTYE SOVETSKIKH YOORUZHENNYKH SIL 
00/03/1979, ¥---- ,N0003, 
REAR AND SUPPLY OF THE SOVIET ARMED FORCES 
INSCOM K-9512 ‘ 


UNKNOWN 
7iNOY.~VOYENNYY VESTNIK/? 
00/03/1979, V----,NO003, 
MILITARY HERALD 173 PP 
ITAC K-9520 # 


UNKNOWN 
//KUNCHONG ZHISHI// 
00/03/1979, ¥----,NO003, 
TABLE OF CONTENTS OF “KUNCHONG ZHISHI” NO 3 
MAY 79 2 PP 
JPRS 74880 # 


UNKNOWN 
/AVESTNIK PROTIVOVOZDUSHNOY OBORONY // 
00/03/1979, ¥---~,NOO03, 
AIR DEFENSE HERALD 149 PP 
tI] TAC kK-9511 # 


UNKNOWN 

11VO0¥ .-VOYENNO-MEDITSINSKIY ZHURNAL // 
00/03/1979,¥----,NQ003, 
MILITARY MEDICAL JOURNAL 128 PP 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


000000197377 


000000197718 


000000199927 


000000202382 


000000211168 


000000217932 


000000217922 


000000220690 


000000231125 


000000276869 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


OUO COPYRIGHT INFO REFER OTHERS TO ITAC 
ITAC K-9510 é 


UNKNOWN 000000276912 
/INOY .-VOYENNO-MEDITSINSKIY ZHURNAL / / 

00/03/1979, ¥---- ,NO003, 

MILITARY MEDICAL JOURNAL 128 PP 

QUO COPYRIGHT INFO REFER OTHERS TO ITAC 

ITAC K 9510 " 


UNKNOWN 000000165934 
//GIDROTEKHNICHESKOYE STROITEL'STVO/? 

00/03/1979, ¥----,N0003, PP 0001-0003 

FIRST TURBOGENERATOR STARTED AT 

SAYANO-SHUSHENSKAYA POWER PLANT 6 PP 

Oud 

JPRS L/8473 # 


UNKNOWN 000000164785 
(NEF TYANIK/ 7 

00/03/1979,¥----,NO003, PP 0001-0004 

THREE-YEAR OIL ACHIEVEMENTS, FOURTH-YEAR PLANS 

9 PP 

JPRS 73484 & 


UNKNOWN 000000165814 
//STROITEL’ST¥O TRUBOPROVODOY/ / 

00/03/1979,¥----,NO003, PP 0001-0004 

SOCIALIST PLEDGES OF PIPELINE WORKERS FOR 1979 

DETAILED 8 PP 

JPRS 73621 # 


UNKNOWN 000000165935 
//GEOLOGIYA NEFTI 1 GAZA// 

00/03/1979,V¥----,NOO03, PP 0001-0007 

PETROLEUM, GAS PRODUCTION GOALS FOR FOURTH YEAR 

OF 10TH FIVE-YEAR PLAN 10 PP 

U0) 

JPRS L/8473 # 


UNKNOWN 000000165751 
//TAP CHI CONG SAN// . 

00/03/1979, ¥----,NO003, PP 0001-0088 

JOURNAL OF THE VIETNAMESE COMMUNIST PARTY 95 PP 

JPRS 73511 # 


UNKNOWN 000000265880 
//TECH.-TEKHNIKA I YOORUZHENIYE// 

00/03/1979, ¥----,NO003, PP 0001-0115 

TECHNOLOGY AND ARMAMENT 119 PP 

QUO COPYRIGHT INFO REFER OTHERS TO FSTC 

ARM/FSTC/HT-542-79 " 


UNKNOWN 000000165886 
ISSHA: EKONOMIKA, POLITIKA, IDEOLOGIYA// 

00/03/1979, ¥----,NO003, PP 0001-0127 

USA: ECONOMICS, POLITICS, IDEOLOGY 147 PP 

JPRS 73588 | ’ 


UNKNOWN | 000000172440 
FIKULLOJA// 

00/03/1979, ¥----,NO003, PF 0002-0007 

LET US ENERGETICALLY HASTEN SOCIALIST ECONOMIC 

CONSTRUCTION, PLANNING ECONOMIC ORGANIZATIONA 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


APPROVED FOR RELEASE: 2005/08/10 CIA-RDP91-00403R000201260005-1 


WORK BY AN ENTERPRISE METHOD 10 PP 
JPRS 73768 # 


UNKNOWN 000000168543 
/#FPLANOVOYE KHOZYAYSTVO// 

00/03/1979,V¥----,NOQ003, PP 0003-0006 

EFFICIENT METAL CONSUMPTION URGED 5 PP 

JPRS 73718 # 


UNKNOWN 000000171479 
/INESTNIK MASHINOSTROYENIYA// 

00/03/1979,¥----,NG003, PP 0003-0006 

INTEGRATION OF CEMA COUNTRIES IN THE FIELD 

OF MECHANICAL ENGINEERING 8 PP 

0U0 

JPRS L/8570 # 


UNKNOWN 000000199965 
/¢NAUKA POLSKA// 

00/03/1979,V¥----,NO003, PP 0003-0012 

SCIENTIFIC CONTRIBUTION TO NATIONAL DEFENSE 

OUTLINED 9 PP 

JPRS 74833 ] 


UNKNOWN 000000276894 
//VOY .-VOYENNOQ-ISTORICHESKIY ZHURNAL / / 

00/03/1979, V¥----,NO003, PP 0003-0028 

ALSO PAGES 38-41, 48-55, 58-78 

MILITARY HISTORICAL JOURNAL (SELECTED ARTICLES) 

92 PP 

JPRS 73533 ] 


UNKNOWN . 000000169785 
//ECON.-EKONOMIKA I ORGANIZATSIYA PROMYSHLENNOGO = PROIZVODSTVA/ / 

00/03/1979, ¥----,NO003, PP 0003-0032 

JOURNAL EDITORS EXAMINE SITUATION AT TYUMEN’ 

COMPLEX 29 PP 

JPRS 73758 ’ 


UNKNOWN 000000165752 
//TAP CHI CONG SAN// 

00/03/1979,¥----,NO003, PP 0005-0010 

RESOLUTELY QEFEAT THE CHINESE REACTIONARIES’ 

WAR OF AGGRESSION 5 PP 

JPRS 73511 # 


UNKNOHN 000000165354 
J /METEOROLOGIYA I GIDROLOGIYA// 

00/03/1979, ¥---- ,NO003, PP 0005-0127 

METEOROLOGY AND HYDROLOGY 193 PP 

ou0 

JPRS L/8483 ‘ 


UNKNOWN 000000220673 
//KEXUE HUABAO// 

00/03/1979,¥----,NO003, PP 0046 

TABLE OF CONTENTS OF “KEXUE HUABAO™, NO 3, 

MARCH 1979 2 PP 

JPRS 74878 # 


UNKNOWN 000000168585 
JNA STROYKAKH ROSII// 

00/03/1979,¥--~-,NO003, PP 0048-0050 

SEMINAR ON "PRINCIPLES OF AUTOMATION OF 
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CONSTRUCTION PLANNING” 6 PP 
JPRS 73709 tt 


UNKNOWN 000000166418 
//SUDOSTROYENI YE/ / 

00/03/1979, ¥----,NQ003, PP 0054 

PLENARY MEETING OF THE CENTRAL SOARD OF THE 

SCIENTIFIC AND TECHNICAL SOCIETY 

NISC # 


UNKNOWN 000000175761 
/HELEC.-ELEKTROSVYAZ’ // 

00/03/1979, V----,NO003, PP 0062-0064 

TRANSMISSION SYSTEMS WITH FREQUENCY DIVISION OF 

CHANNELS 6 PP 

QUO 

JPRS L/8604 # 


UNKNOWN 000000186242 
/7ECON.-EKONOMIKA SOVETSKOY UKRAINY// 

00/03/1979,¥----,NO003, PP 0064-0067 

CONCENTRATION OF CONSTRUCTION INDUSTRY IN THE 

UKRAINIAN SSR 6 PP 

JPRS 74322 # 


UNKNOWN 000000166288 
//TAP CHI CONG SAN// 

00/03/1979, V¥----,NQO03, PP 0070-0069 

ALL OF PROGRESSIVE MANKIND CONDEMNS CHINA, 

SUPPORTS VIETNAM & PP 

JPRS 73511 i] 


UNKNOWN 000000165373 
//NARODNOYE OBRAZOVANIYE // 

00/03/1979,V----,NO003, PP 0096-0097 

PUBLIC EDUCATION CONFERENCES AND RALLIES IN 1978 

7 PP 

JPRS 73556 # 


UNKNOWN 000000162771 
i IPLANOVOYE KHOZYAYSTVO// 

00/03/1979,V----,NO003, PP 0103-0110 

STRENGTHENING TIES BETWEEN SCIENTIFIC RESEARCH, 

PLANNING 11 PP 

JPRS 73460 # 


UNKNOWN 000000169831 
//SPRAWY MIEDZYNARODOHE / / 

00/03/1979, V¥----,NOOO3, PP 0123-0143 

OBJECTIVES, TACTICS, FUTURE OF PRC FOREIGN POLICY 

EXAMINED 20 PP 

JPRS 73738 r 


UNKNOWN 000000204265 
//SOLDAT UND TECHNIK// 

00/03/1979, ¥----,NOO03, PP 0137 

ALSO P 155 

SOLDIER AND TECHNOLOGY 5 PP 

QUO COPYRIGHT INFO REFER OTHERS TO FTO/STINFO 

FTD-1D1RS)T-0700-79 


UNKNOKN 000000172439 


H/KULLOJA/? 
00/03/1979, ¥----,NOQ003, PP0002-0058 
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“KULLOJA"-JOURNAL OF THE CENTRAL COMMITTEE OF THE 
KOREAN WORKERS PARTY 108 PP 
JPRS 73768 i] 


UNKNOWN 000000166154 
1 KOMMUNIST// 

00/03/1979,¥----,N0004, PP 0001-0128 

TRANSLATIONS FROM “KOMMUNIST” 173 PP 

JPRS 73385 # 


UNKNOWN 000000166147 
/KOMMUNIST/ / 

00/03/1979, ¥-~--,NQ004, PP 0056-0066 

CREATIVE ENDEAVORS OF THE HUNGARIAN SOVIET 

REPUBLIC 17 PP 

JPRS 73385 # 


UNKNOWN 000000166134 
FIKOMMUNIST// 

00/03/1979, ¥----,NO004, PP 0067-0070 

VIETNAMESE COMMUNIST PARTY CENTRAL COMMITTEE 

APPEAL 5 PP 

JPRS 73385 . ‘ 


UNKNOWN 000000166135 
//KOMMUNIST// 

00/03/1979, V----,NO004, PP 0071-0084 

BEIJING: YESTERDAY A RESERVE OF IMPERIALISM, 

TODAY ITS ALLY 25 PP 

JPRS 73385 # 


UNKNOWN 000000166140 
FIKOMMUNIST/ / 

00/03/1979, ¥----,N0004, PP 0117-0124 

TOPICAL OF THE MOST MODERN HISTORY OF DEVELOPING 

COUNTRIES 14 PP 

JPRS 73385 t 


UNKNOWN 000000165633 
1 KOMMUNIST// 

00/03/1979,V----,N0005, PP 0001-0128 

TRANSLATIONS FROM KOMMUNIST 163 PP 

JPRS 73578 iW 


UNKNOWN 000000465654 
1 IKOMMUNIST// 

00/03/1979, ¥----,NOQ005, PP 0003-0008 

IN THE CENTRAL COMMITTEE OF THE CPSU 5 PP 

JPRS 73578 # 


UNKNOWN 000000165655 
1 {KOMMUNIST// 

00/03/1979,¥----,N0005, PP 0009-0018 

SOVIET SOCIETY'S PRICELESS POLITICAL CAPITAL 

11 PP 

JPRS 73578 # 


UNKNOWN 000000165230 
{{KOMMUNIST YOORUZHENNYKH SIL// 

00/03/1979,V¥----,NOO06, PP 0068-0076 

GUIDE FOR INDOCTRINATION ON NEED FOR EXEMPLARY 

MILITARY SERVICE 17 PP 

JPRS 73560 # 
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UNKNOWN 000000172877 
HfHITOs/S 

00/03/1979, ¥----,NOOO8, PP 0008-6015 

PROFILE ON SHUNICHI SUZUKI 55 PP 

CSO: 98129/0984-79 COMPLETED SPECIAL # 


UNKNOWN 000000172878 
HIHITOH/ 

00/03/1979, ¥----,NO008, PP 0018 

PROFILE ON NAOZO SHIBUYA 55 PP 

CSO: 8129/0984-79 COMPLETED SPECIAL i] 


UNKNOWN ~ 000000172879 
fPHITOSS 

00/03/1979,V----,NO008, PP 0020-0024 

PROFILE ON SHINTARO ISHIHARA 55 PP 

CSO: 8129/0984-79 COMPLETED SPECIAL # 


UNKNOWN 000000172880 
HTHITOSs 

00/03/1979,V----,NO008, PP 0035-0045 

NEW INFLUENTIAL PEOPLE IN 80°S 

{35 BUSINESS LEADERS! 55 PP 

CSO: 8129/0984-79 COMPLETED SPECIAL i] 


UNKNOWN 000000231115 
LTSTERN// 

00/03/1979, ¥----,NOO11, 

SEE PRODUCT 11 PP 

DIA LN 213-79 i] 


UNKNOWN 000000157506 
/1ECON.-EKONOMICHESKAYA GAZETA// 

00/03/1979, V¥----,N0011, PP 0001-0002 

DEVELOPMENTS IN TRANSPORTATION CONSTRUCTION 

DISCUSSED 7 PP 

JPRS 73192 f 


UNKNOWN 000000242053 
//ECON.~EKONOMICHESKAYA GAZETA// 

00/03/1979, ¥-~---,NOO12 

DEVELOPMENT OF THE MICROBIOLOGICAL INDUSTRY 

sFSTC SERIAL NO 1206-80 4 


UNKNOWN 000000163949 
1 ECON, -EKONOMICHESKAYA GAZETA// 

00/03/1979,V¥----,NO012, PP 0001 

DEVELOPMENT OF THE MICROBIOLOGICAL INOUSTRY & PP 

JPRS 73430 # 


UNKNOWN 000000164504 
//HAZA'AT HATAQZIV LESHNAT HAKESAFIM NINETEEN HUN DRED SEVENTY - NINE// 

00/03/1979, ¥--~-,NO012, PP 0001-0032 

PROPOSED BUOGET FOR FISCAL YEAR 1979 AND 

EXPLANATORY MATERIAL 22 PP 

CSO: 8123/1217-79-COMPLETED SPECIAL # 


UNKNOWN 000000165825 
/FECON .-EKONOMICHESKAYA GAZETA// 

00/03/1979, ¥----,NO013, PP 0001-0002 

SURVEY OF RECLAMATION WORK, OVERALL LAG BEHIND 

PLAN & PP 

JPRS 73517 ‘ 
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UNKNOWN 
#/KOTA CHOSEN KENKYU// 
00/03/1979, V¥----,N0057, PP 0005-0012 
ECONOMIC, POLITICAL RELATIONS OF OPRK-PRC BORDER 
IS DELICATE 9 PP 
JPRS 73622 # 


UNKNOWN 
f/0AQI KEXUE// 
00/03/1979, ¥0003,N0001, 
TABLE OF CONTENTS OF “DAQI KEXUE", NO 1, 
MAR 79, 2 PP 
JPRS 74878 i] 


UNKNOWN 
/TELEC .-ELEKTROKHIMIYA// 
00/03/1979, ¥0015,NO0003, PP 0291-0446 
SOVIET ELECTROCHEMISTRY 138 PP 
AVAIL LY SERIALS 
CONSULTANTS BUREAU COVER TO COVER # 


UNKNOWN 
//KOGYO GIJUTSU// 
00/03/1979, ¥0020,NQ003, PP 0014-0017 
OUTLINE OF MOONLIGHT PROGRAM PRESENTED 10 PP 
JPRS 73945 # 


UNKNOWN 
//KOGYO GIJUTSU// 
00/03/1979, ¥0020,NO003, PP 0018-0020 
OUTLINE OF SUNSHINE PROJECT PRESENTED 8 PP 
JPRS 73945 # 


UNKNOWN 
//KOGYO GIJUTSU// 
00/03/1979,¥0020,NO003, PP 0021-0024 
LARGE R & D PROJECT BUDGET, OVERVIEW PRESENTED 
10 PP 
JPRS 73945 # 


UNKNOWN 

/#KOGYO GIJUTSU// 
00/03/1979, ¥0020,N0003, PP 0025-0026 
SOPHISTICATED MEDICAL EQUIPMENT R&D PROCEEDING 
SPACE 5 PP 
JPRS 73945 # 


UNKNOWN 
//KOGYO GIJUTSU// 
00/03/1979, ¥0020,N0003, PP 0028-0029 
OUTLINE OF ‘IMPORTANT R ANO O' TOPICS GIVEN 
JPRS 73945 s 


UNKNOKN 
7/KOGYO GIJUTSU// 
00/03/1979, ¥0020,N0003, PP 0030-0031 
INDUSTRIAL STANDARDIZATION PROGRAM PRESENTED 5 PP 
JPRS 73945 # 


UNKNOWN 
4/KOGYO GIJUTSU// 
00/03/1979, ¥0020,N0003, PP 0034-0035 
COMPUTER UTILIZATION TECHNOLOGY RESEARCH COMMITTEE 
5 PP 
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000000165779 


000000220676 


000000189168 


000000189873 


000000189874 


000000189875 


000000189876 


000000189877 


000000189878 


000000189879 
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JPRS 73945 . ) 


UNKNOWN 000000189880 
f/KOGYO GIJUTSU// 

00/03/1979, ¥0020,N0003, PP 6037-0039 

MITI’S TECHNOLOGY RELATED MAJOR BUDGET ITEMS 

OUTLINE 7 PP 

JPRS 73945 # 


UNKNOWN 000000191271 
1/PHYSIC.-FIZIKA TVERDOGO TELA// 

00/03/1979, ¥0021,N0003, PP 0641-0960 

SOVIET PHYSICS - SOLID STATE 181 PP 

AVAIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER # 


UNKNOWN 000000193636 
fHIZVESTIYA VUZ FIZIKA// 

00/03/1979, ¥0Q22,N0003, PP 0007-0130 

SOVIETS PHYSICS JOURNAL 113 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER TO COVER # 


UNKNOWN 0000006211206 
/7RADIOTEKHNIKA I ELEKTRONIKA// 

00/03/1979, ¥0024,NO003, PP 0456-0643 

RADIO ENGINEERING AND ELECTRONIC PHYSICS 155 PP 

AVAIL LY SERIALS 

SCRIPTA PUBLISHING :COMPANY COVER TO COVER # 


UNKNOWN 900000193460 
LIYADERNAYA FIZIKA// 

00/03/1979,¥0029,N0003, PP 0561-0846 

SOVIET JOURNAL OF NUCLEAR PHYSICS 151 PP 

AVAIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER # 


UNKNOKN 000000193894 
J7 JOURNAL OF THE SOCIETY OF AGRICULTURAL MACHINER Y, JAPAN// 

00/03/1979,¥0040,N----, PP 0509-0515 

NO 4(147) 

ENGLISH TITLE UNKNOWN 

4NTIS TT 80-52006 # 


UNKNOWN 000000193895 
7/JOURNAL OF THE SOCIETY OF AGRICULTURAL MACHINER Y, JAPAN/?/ 

00/03/1979, ¥0040,N----, PP 0527-0532 

NO 41147) 

ENGLISH TITLE UNKNOWN 

sNTIS TT 80-52006 " 


UNKNOWN 000000216284 
//AVTOMATIKA I TELEMEKHANIKA/ / 

00/03/1979, ¥0040,N0003, PP 0005-0085 

AUTOMATION AND REMOTE CONTROL 333 PP 

CONSULTANTS BUREAU COVER-TO-COVER i 


UNKNOWN 000000189167 
/1ATOMNAYA ENERGIYA// 

00/03/1979, ¥0046,N0003, PP 0139-0216 

SOVIET ATOMIC ENERGY 98 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER 10 COVER # 
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UNKNOKN : 000000183336 
/7OPTIKA I SPEKTROSKOPIYA// 

00/03/1979,¥0046,N0003, PP 0417-0624 

OPTICS AND SPECTROSCOPY 352 PP 

AVAIL LY SERIALS 

OPTICAL SOCIETY OF AMERICA COVER TO COVER 

SCIENCE-COVER TO COVER # 


UNKNOWN | 000000231290 
/#ZHURNAL TEKHNICHESKOI] FIZIKI// 

00/03/1979, ¥0049,N0003, PP 0449-0672 

SOVIET PHYSICS-TECHNICAL PHYSICS 128 PP 

AVAIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER i] 


UNKNOWN 000000194249 
//ZHURNAL PRIKLADNOI KHIMII// 

00/03/1979, ¥0052,N0003, PP 0481-0597 

PART 1 . 

JOURNAL OF APPLIED CHEMISTRY 558 PP 

AVAIL LY SERIALS 

CONSUL TANTS BUREAU COVER TO COVER # 


UNKNOWN 000000221268 
f/ZHURNAL PRIKLADNOY KHIMIYA// 

00/03/1979, ¥0052,N0003, PP 0601-0716 

JOURNAL OF APPLIED CHEMISTRY OF THE USSR PART 2 

122 PP 

AVAIL LY SERIALS 

CONSULTANTS BUREAU COVER TO COVER i] 


UNKNOWN 000000277588 
7 JOURNAL OF THE JAPANESE MACHINERY ASSOCIATION// 

00/03/1979, ¥0054,N----, 

NO 4-1 

REPORT TO PROVIDE STANDARDIZATION OF THE USE OF 

ROBOTS FOR INDUSTRY 124 PP 

INTIS TT 81-52164 ‘ 


UNKNOWN 000000233419 
/ {NATURWISSENSCHAF TEN/ / 

00/03/1979,¥0066,N0003, PP 0155 

MOLECULAR MECHANISMS OF BACTERIAL TOXINS 

USAT TAC L-0065 i] 


UNKNOWN 000000205630 
//ZHURNAL EKSPERIMENTAL ‘NOI I TEORETICHESKOI FIZI KI// 

00/03/1979, ¥0076,N0003, PP 0801-1150 

SOVIET PHYSICS JETP 250 PP 

AVAIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER # 


UNKNOWN 000000180988 
//BUL .-BYULLETEN EKSPERIMENTAL ‘NOI BIOLOGII I MED ITSINY// 

00/03/1979, 0087 ,NO003, PP 0195-0286 

BULLETIN OF EXPERIMENTAL BIOLOGY AND MEDICINE 

177-284 PP 

CONSULTANTS BUREAU COVER TO COVER # 


UNKNOWN 000000237591 
//USPEKHI FIZICHESKIKH NAUK? / 

00/03/1979,¥0127,N0003, PP 0353-0537 

SOVIET PHYSICS-USPEKHI 185 PP 

AVAIL LY SERIALS 
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AMERICAN INSTITUTE OF PHYSICS COVER T0 COVER & 


UNKNOWN 000000188351 
/fDOKLADY AKADEMIYA NAUK SSSR// 

00/03/1979,V¥0245,N----, PP 0131-0143 

NOS 1-3 

SOVIET PHYSICS OOKLADY 593 PP 

AVAIL LY SERIALS 

AMERICAN INSTITUTE OF PHYSICS COVER TO COVER # 


UNKNOWN 000000157060 
JASOVETSKAYA KORGOZIYA/? 

01/03/1979,V¥----,N----, PP 0001 

ALSO PP 3 

ACTIVISTS REVIEW KORGIZ SSR CONSTRUCTION PROGRAM 

11 PP 

JPRS 73164 # 


UNKNOWN : 000000165091 
//LITERATUREN FRONT// 

01/03/1979, ¥----,N----, PP 0001 | 

LITERARY WEEKLY CONTRIBUTES TO MACEQONIAN DISPUTE 

4 PP 

FBIS-EEU-79-048 9 MAR 1979 VOL 2 NO 48 ‘ 


UNKNOWN 000000155012 
/7LENINGRADSKAYA PRAYDA/ / 

01/03/1979,V¥~---,N----, PP 0001-0002 

CPSU LEADERS MAKE ELECTION SPEECHES 

THROUGHOUT COUNTRY 9 PP 

SUPPLEMENT NUMBER 5 


FBIS-SOV-79-055 20 MAR 1979 VOL 3 NO 0055 # 

UNKNOWN 000000206920 
//WORLD EPIDEMIOLOGY REVIEW// 

01/03/1979, V----,N----, PP 0001-0059 

HUMAN DISEASES: WORLD EPIDEMIOLOGY REVIEW 59 PP 

JPRS 72941 # 

UNKNOWN 000000165473 
//PRAYDA// 

01/03/1979,V----,N----, PP 0002 

SUSLOV LENINGRAD SPEECH 8 PP 

FBIS-SO¥-79-043 2 MAR 1979 VOL 3 NO 43 # 

UNKNOWN 000000165089 
//PRAVDA/ / 

01/03/1979,V----,N----, PP 0004 

GROMYKO, FISCHER LUNCHEON SPEECHES 3 PP 

FBIS-SOV-79-045 6 MAR 1979 VOL 3 NO 45 # 

UNKNOWN 000000162796 


FIVEKANS AFFARER/ / 
01/03/1979,¥----,N----, PP 0018-0019 
NUCLEAR FIRM MUST FIND NEW ORDERS SOON TO SURVIVE 
6 PP 
OUO 
JPRS L/8420 ’ 


UNKNOWN 000000161544 
/IDAGENS NYHETER/ / 

02/03/1979, ¥----,N----, PP 0002 

GOVERNMENT REPORT URGES N-PLANT SAFETY MEASURES 

3 PP 
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